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Proposed Census of Distribution 


Committee ‘Appointed 


A preliminary enquiry made last year among leading 
trade organisations revealed that a substantial body of 
opinion favoured the idea of a census of distribution. 

The President of the Board of Trade has now 
appointed a committee to consider the question further. 
The committee, which will begin its work at once, is 
constituted as follows :— 


Chairman: The Rt. Hon. Sir Richard V. N. Hopkins, 

G.C.B. (late Secretary to the Treasury). 

John Budgett (H. H. & 8. Budgett Ltd.). 

Paul 8. Cadbury (Cadbury Bros. Ltd.). 

James C, Cunningham (Beatties Bakeries Ltd.). 

F. T. Gale (Cook, Son & Co. (St. Paul’s) Ltd.). 

G. Maurice Hann (Nat. Amalgamated Union of Shop 
Assistants). 

K. Cecil Jones, M.C., J.P. (Jeweller, Southend). 

H. Leak, C.B.E. (Board of Trade). 

James E. Meade (War Cabinet Offices). 

A. L. Miller (Wolsey Ltd., Leicester). 

Robert Milloy (Nat. Union of Distributive & Allied 
Workers). 

W. B. Neville, J.P. (London Co-operative Society). 

William Quin, J.P. (Past President, Scottish Trades 
Union Congress). 

W. B. Reddaway (Board of Trade). 

F. C. Reeves (Grocer, Southampton). 

Sir George Schuster, K.C.S.1., K.C.M.G., C.B.E., 
M.C., M.P. (Home and Colonial Stores Ltd.). 

J. R. N. Stone (Central Statistical Office). 

Noel Wilkinson (John Blundell Ltd.). 

Secretary : R. P. Hicklin (Board of Trade). 


* 
The Scope of the Committee’s Work 


ergy to the terms of reference the committee 
“to consider whether, having regard to the import- 

ance of information being made available regarding the 
wholesale and retail distribution of nk a regular 
Census of Distribution should be instituted and, if so, 
to advise on the field to be covered and generally as to 
the measures which should be taken in connection there- 
with.” It is clear that all matters of principles involved 
in the proposal for a tensus will have to be examined, 
and no decision as to the introduction of legislation for 

% i a census will be made until the report of the 
* committee has been presented. It is expected that the 


to Advise and Report 


committee will indicate in due course by what means 
and from whom they wish to receive evidence, after they 
have had an opportunity to review the ground. 


* 


The Field for a Census 

In spite of the great increase during this century in 
the knowledge and recording of facts relating to the 
industrial structure and trade of this country there are 
wide regions where the facts are still obscure. The 
census of production, taken under the Act of 1906, 
covers the main field of productive industry but touches 
only approximately half the total employed workers. 
A major part of the remaining half of the total labour 
force is normally engaged in distribution, transport and 
in the “service” trades. Statistical information in 
these trades is generally very slight: even the total 
number of people engaged is only known when a census 
of population is taken, which hitherto has meant once in 
every ten years. The number of retail shops in the 
country is entirely unknown. 

Lack of basic information about the units operating 
in this field, their numbers, descriptions and the scale 
of their activity has been held by many to hamper 
enterprise and to cause much of the discussion of distri- 
bution problems, large or small, to rest on conjecture. 
In this respect it has been felt that business men in 
Britain are less well informed than those in the United 
States where four censuses have been taken since 
1929, 

The need for better statistics in this field has grown 
more pronounced also as the importance of national 
income estimates for a full employment policy has 
become more generally recognised. At present, owing 
to the absence of precise facts about the values which 
are added to goods in passing through the channels of 
distribution, national income figures have to be based 
partly on very broad estimates. 

Against these claims have to be weighed objections 
on the grounds of the time, expense and difficulties 
involved in recording and publishing adequately sche- 
duled data derived from such a vast field and from such 
a diversity of small enterprises. That the difficulties 
are not insuperable is shown by the fact that Censuses of 
Distribution have been taken in Canada (1930, 1941), 
Eire (1933) as well as in the United States (1929, 1933, 
1935, 1939). 
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Wholesale Prices in Ma 
The following table shows the movement of wholesale prices in the last thirteen months in each of the eleven groups of com. 
modities specified. It also shows the changes over the same period in prices of (a) industrial materials classified according to 
stage of manufacture, and (b) building materials. All the commodities included in (a) and (b) are also included in their A 
appropriate commodity groups (V-XI). In cases where the Government buys a commodity at one price and resells it at a Wor 
lower one (e.g. home-produced meat) the subsidised price is the one used for the index; where different prices are charged mat 
according to the use to which the article is put (e.g. in the case of sugar and flour) a weighted average of these is taken. men 
Averages for the Year 1930 = 100 1. 
—_—--— con 
1944 1945 of t 
Group usec 
May | June | July | Aug. | Sept. | Oct. | Nov. | Dec. | Jan. | Feb. | Mar. | Apr. | May 2 
I. Cereals... sess, ene | 169-2 | 167-9 | 166-2 | 163-3 | 164-0 | 165-6 | 166-2 | 166-6 | 165-5 | 166-8 | 165-5 | 164-1 | 163-9 und 
Il. Meat, fish and eggs =... «| 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 | 121-8 S 
III. Other food and tobacco ... _... | 181-8 | 181-4 | 190-8 | 188-4 | 182-2 | 178-3 | 177-8 | 179-4 | 179-8 | 179-8 | 179-7 | 179-6 | 180-0 _ 
aaa ss ees duc 
Total—Food and tobacco ... ... | 158-1 | 157-6 | 160-5 | 158-8 | 156-8 | 155-9 | 155-9 | 156-6 | 156-4 | 156-5 | 156-4 | 156-0 | 156-0 E 
ss 5: —7 mal 
IV. Coal... = see = .-» | 201-5 | 201-5 | 201-5 | 223-5 | 224-0 | 224-0 | 224-0 | 224-0 | 224-0 | 224-0 | 224-0 | 224-0 | 243-7 ava 
V. Iron and steel pee bine ... | 183-2 | 183-4 | 183-4 | 184-5 | 185-7 | 185-7 | 185-7 | 185-7 | 185-5 | 185-5 | 187-9 | 189-4 | 189-4 stor 
VI. Non-ferrous metals oe ... | 127-6 | 128-0 | 128-0 | 128-0 | 128-0 | 128-0 | 128-0 | 128-0 | 128-0 | 128-0 | 126-1 | 123-1 | 123-9 Cc 
VII. Cotton _ See ine ... | 159-3 | 159-3 | 159-3 | 159-3 | 159-3 | 159-3 | 160-6 | 160-6 | 160-6 | 160-6 | 160-6 | 160-6 | 160-6 
VIII. Wool Bee aes = ... | 183-9 | 184-0 | 184-0 | 184-0 | 184-0 | 184-0 | 184-3 | 184-3 | 184-4 | 184-1 | 184-1 | 184-1 | 184-1 not 
IX. Other textiles = one ... | 134-3 | 134-6 | 133-7 | 133-6 | 133-8 | 133-4 | 135-9 | 136-1 | 138-5 | 138-3 | 138-4 | 138-6 | 138-6 sur’ 
X. Chemicals and oils — ee» | 151-6 | 151-7 | 151-0 | 151-1 | 151-4 | 151-4 | 151-5 | 151-6 | 151-6 | 150-8 | 150-5 | 150-5 | 150-7 mal 
XI. Miscellaneous ose pes ... | 183-9 | 184-9 | 184-9 | 185-2 | 185-5 | 185-5 | 185-5 | 185-8 | 186-0 | 186-0 | 187-8 | 187-8 | 187-8 3 
————{|— — abo 
Total—Industrial materials 
and manufactures = ... | 169-9 | 170-3 | 170-1 | 171-7 | 172-2 | 172-1 | 172-5 | 172-6 | 172-8 | 172-7 | 173-5 | 173-7 | 174-8 Cat 
Torat—All articles vee sae | 166-1 | 166-1 | 167-1 | 167-5 | 167-1 | 166-7 | 166-9 | 167-2 | 167-2 | 167-2 | 167-8 | 167-7 | 168-4 4 
—_——_|—— | —__|____ - cat 
Industrial materials (excluding fuel) :— aut 
Basic materials pee vee ... | 185-4 | 186-1 | 186-0 | 186-0 | 186-0 | 185-9 | 186-8 | 187-2 | 187-4 | 187-3 | 186-6 | 186-6 | 186-6 stor 
Intermediate products... oe .-. | 176-2 | 176-3 | 176-1 | 176-2 | 176-2 | 176-2 | 176-2 | 176-2 | 176-9 | 176-9 | 179-6 | 181-0 | 181-1 pris 
Manufactured articles 157-7 | 158-1 | 157-9 | 158-9 | 159-9 | 159-9 | 160-2 | 160-3 | 160-1 | 160-1 | 161-0 | 160-4 | 160-6 lee 
Building materials ... a aa ... | 153-0 | 153-4 | 153-4 | 153-8 | 154-2 | 153-9 | 153-9 | 153-9 | 153-9 | 153-9 | 156-0 ' 156-0 | 156-0 Hy 
O & 
Wholesale prices in May, as measured by the Board of Trade which came into effect on May 1. For the descriptions included % 
index number, rose by 0-4 per cent. compared with April. This in the index, the increases ranged from about 7} to over 10 per ae 
was due to an increase of 0-6 per cent. for industrial materials cent., the average for the coal group being 8-8 per cent. ( 
and manufactures, the largest monthly movement since August Among “non-ferrous metals,” solid drawn copper tubes and wed 
1944 when coal prices were raised as they were last month; food brass sheet or strip rose in price by 4 per cent. and just over _ 
prices were unchanged. Since August 1939 the aggregate 1 per cent. respectively ; for the former this represents a partial the 
increases have been: all articles 72 per cent., food and tobacco _ reversal of the large reduction recorded in April. The advance ( 
73 per cent., and industrial materials and manufactures 71 per in the chemicals and oils group was entirely due to increases in “i 
cent. drug prices, aspirin and salicylic acid rising by 24 and 4} per dur 
The regrouped data, in which the prices of industrial materials cent. respectively (these items, however, have a weight of only ( 
and manufactures (except fuel) are classified according to the one-quarter each in the index). There were no other changes - 
stage of completion reached by the products concerned, showed among industrial materials during May. WI 
no appreciable change for basic materials, but an increase of Percentage Changes. The following table shows in 5 per cent. 
0-1 per cent. for both intermediate products and manufactured oon 
articles. In comparison with August 1939 the increases were: = —— foo 
basic materials 98 per cent., intermediate products 74 per cent., Index Percentage change 
and manufactured articles 48 per cent. Prices of building No. | No. compared with 
materials were unchanged compared with April, the increase Group of |———-|—---—, ———— — 
since the outbreak of war being 50 per cent. items} May | April | May Aug. 
The much greater rise since pre-war shown for basic materials 1945 | 1945 | 1944 1939 P 
might suggest that the price of (say) raw wool had advanced yn 90 | 163-9 | —-o1|— 3-1 + 95-2 
much more than those of wool yarn and cloth, but this con- II. Meat, fish and eggs| 20 | 121-8 * * + 444 10 
clusion would be almost wholly false. In general, there is not a III. Other food and 5 
very great difference between the price rises shown at the various tobacco ... ...| 28 | 1800 | +0-2]— 1-0]+ 79-7 Un 
stages of manufacture of any one material, and in several cases Je —_— 
the rise has actually been least for the raw material because the | Total—Foodandtobacco| 68 | 156-0 . refit Ves eam Tor 
full effect of a subsidy is visible there. The true explanation : aeeak TES GEG ho. 
of the greater rise shown by the raw materials index is essentially IV. Coal... do ce. 9 pod t os i 21-0 + 107-6 = 
that it contains various items, such as paper-making materials, mG 0 and steel ...| 37 =< Ls o4 - oly 
re ng : : ; . Non-ferrous metals 8 | 123-9 + 0-7 - 29)+ 23-1 
which have increased enormously in price and for which there VIL. Cotton os | 10 | 160-6 * + 08}+4+ 97:3 
is no quotation available at later stages of manufacture ; similarly, = yy{__ Wool ae 1 111) 3861 * 4+ OL] + 795 
the index for intermediate products is raised above that for IX. Other textiles ...| 9 | 1386 * + 32/-+ 87-0 
manufactured articles mainly because it includes timber. X. Chemicals and oils| 15 | 150-7 | + 0-1 0-6) + 61-9 
XI. Miscellaneous .-| 33 | 187°8 * + 2-1/+ 95-4 
Prick CHANGES IN ComMopiITy GROUPS eae ten (en Ted (ae 
aad : ee * : Total Industrial r 
The table in the adjoining column shows the number of items materials and manu- ale 
included in each of the groups of commodities distinguished in factures a ...| 182 | 1748 | +06]+ 2-9]-+ 71-0 | 
compiling the index number, and the percentage changes in Se |S ieee - my 
each group comparing prices in May with those of a month Total—All articles ...| 200 | 168-4 | +0-4]+ 14/+ 717 Ve 
and a year earlier, and with those of the last pre-war month. os zs sh 
Industrial materials (ex- | 
F T : The only signific shanges in food prices cluding fuel) cs . , = 
rt want dae sal mig pcg —— , i : _ is Basic materials +] 33 | 186-6 ° + OF) + 970 aft 
2 | ; 2 — ay ae pe “te - Intermediate products} 38 | 181-1 | +0-1]}+ 2-8}+4 73-9 Cer 
as a result of the increase of 5} per cent. in the controlled price Manufactured articles} 48 | 160-6 |.+0-1]+ 1-8] +4 47-7 dat 
which came into force on May 17, and of about 1} per cent. in — P: 
the price of coffee. Building materials ...|. :16 | 1560 | * |+ 20/4 49-9 ~* 
Industrial Materials and Manufactures : The increase of 06 per ~*~ *N Evers | 
cent. for industrial materials and manufactures was almost ili ci ( 
wholly due to the rise of 3s. 6d. per ton in the price of coal, (continued on page 271 
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Supply Position of Building Materials 
and Components 


As there have been a number of modifications in the Ministry of 
Works announcement regarding the supply position of building 
materials given in last week’s Journal, the amended announce- 
ment is given below in full:— =~ 


1. In conjunction with the other Government Departments 
concerned, the Ministry of Works has recently made a review 
of the supply position of materials and components normally 
used in housing and other building work. 

2. As a result of this review the materials and components fall 
under one of three categories, which are as follows :— 

A. Materials and components which are in production and of 
which there are stocks.in the hands of manufacturers or pro- 
ducers. 

B. Materials and components for which there is adequate 
manufacturing capacity, labour and materials immediately 
available to meet all probable requirements including orders for 
stock. 

C. The supply of materials and components in this category is 
not sufficient to meet all present demands in full and there is no 
surplus which can be used to build up stocks in the hands of 
manufacturers, merchants or consumers. 

3. A list of the materials and components divided under the 
above three categories is attached to this statement. 


Categories A and B 


4. As regards materials and components falling within 
categories A and B, it is the desire of the Government that local 
authorities, builders, contractors, builders’ merchants and other 
stockists engaged in the building trade should (wherever appro- 
priate and where the nature of the commodity makes it suitable 
for the purpose) place orders now in order to meet their future 
requirements or for the purpose of increasing their existing stocks 
to a level which will allow a safe margin for contingencies. 

5. The objects which it is desired to attain by this procedure 
are as follows : 

(i) Many manufacturers have been engaged wholly or largely 
on war production in recent years. Orders placed now will 
assist them to overcome the difficult transition period by enabling 
them to put their factories to work on known demands. 

(ii) A good distribution of materials and components will be 
ready to meet the rebuilding programme as it gathers momentum 
during the next few months. 

(1ii) There will be stocks in the hands of merchants and con- 


WHOLESALE PRICES IN MAY—continued from page 270 
ranges the increases and decreases among the price averages for 
food and industrial materials :— 





May COMPARED WITH APRIL 





Food and tobacco Industrial materials 
(68 items) (132 items) 
Per cent. |—— - -— -—| -— 
Increases | Decreases Increases | Decreases 
10-15... - | - l | 
5-10 | i 8 | = 
Under 5... 6 | 8 3 | -” 
OP ee a ae re ee ; = ee 
Total... 6 | 8 | 12 | — 
| | 








sumers to meet the temporary shortages which may.arise until 
such time as full peace-time conditions prevail. 


Category C 

6. As regards the items in category C, it is requested that all 
persons or firms who are engaged in the building trade should not 
place orders nor carry stocks, except to the extent which is 
necessary to meet the present immediate requirements. In the 
industries concerned there is normally an adequate supply of 
raw materials and sufficient production capacity available, but 
production is restricted owing to the shortage of manufacturing 
labour. It is anticipated that in due course sufficient labour 
will become available, either by release from the Services or by 
diversion from war production which is no longer required, to 
enable manufacturers to meet all demands under the building 
programme. Until that occurs the Government invites the co- 
operation of builders’ merchants and consumers in restricting 
their demands to the minimum necessary to meet their immediate 
requirements. 

7. The Ministry of Works will publish amendments to the 
attached list as the supply position changes. 


Schedule Indicating Present Supply Position 


A. Materials and components which are in production and of 
which there are stocks in the hands of manufacturers or producers : 
asphalt (mastic); bricks (common); conerete roofing tiles ; 
hollow clay blocks (in South-East, East Midlands and Lancashire 
only) ; saltglazed pipes ; sanitary fireclay. 


B. Materials and components for which there is adequate manu- 
facturing capacity, labour and materials immediately available to 
meet all probable requirements including orders for stock-: barrel 
and tower bolts; casement fittings; ceiling roses; ceiling 
blocks (electric); cement; chalk lime; coal bins; concrete 
products (other than roofing tiles) and artificial stone ; conduit 
switches and boxes; constructional steel (other than steel 
sheets) ; copper cylinders ; copper sheet ; copper tube ; fires, 
electric ; foamed slag; galvanised tanks, cisterns and cylinders ; 
hat and coat hooks ; hinges ; immersion heaters ; lampholders ; 
lavatory seats (bakelite) ; lead sheet and pipe ; plugs (electric) ; 
putty ; sand and gravel; sanitary earthenware ; sinks (steel) ; 
sockets (electric) ; switches ; switch fuses ; taps, stopcocks, ball 
valves and waste fittings ; thermostats ; wash boilers (electric) ; 
wash boilers (gas) ; water heaters (electric) ; whiting ; windows 
(metal) and metal doors. 


C. The supply of materials and components in this category is 
not sufficient to meet all present demands in full and there is no 
surplus which can be used to build up stocks in the hands of manu- 
facturers, merchants or consumers: asbestos cement; baths 
(porcelain enamel); bricks (facing); cast iron underground 
drain pipes ; composition floor blocks ; conduit tube ; cookers 
(electric); cookers (gas); fires (gas); glass; glazed tiles ; 
glazing bars; *hardboard and insulation board ; iron castings ; 
locks and latches; meters (electric); meters (gas); paint ; 
plaster (hard wall); plasterboard; roofing felt; slag wool ; 
slates ; solid fuel heating and cooking equipment ; steel sheets ; 
steel tubes ; tiles—(a) clay roofing, (b) flooring ; *timber ; wall- 
paper (not in production due to shortage of paper); water 
heaters (gas); water waste preventors ; wool wool slab; *sup- 
plies of imported raw materials are the main limiting factor. 





Census of Production Committee 


The President of the Board of Trade announced in Parliament 
on Tuesday the appointment of a Committee to consider and 
report that additional information should be collected at future 
Censuses of Production and to recommend what amendments 
should be made in the Census of Production Act. 

He said that, as stated in the White Paper on employment 
policy, it is intended to take a Census of Production annually 
after the end of the war. The information obtained from the 
Census would form an important part of the body of Statistical 
data required to carry out the policy outlined in the White 
Paper, and for this purpose it would need to include a wider 
range of subjects than those covered by the existing Act. 

The members of the Committee are as follows :— 

Chairman : Sir George R. Nelson (English Electric Co. ; Past- 

President, F.B.1.). 


Wilfrid Ayre, J.P. (Burntisland Shipbuilding Co.). 
Brigadier-General A. C. Baylay, C.B.E., D.S.O. (Chairman, 
Birmingham Engineering Employers’ Federation). 
H. Campion, C.B.E. (Central Statistical Office). 
H. Clay (Nuffield College). 
S. H. Hallam (Howard & Hallam, Leicester). 
Hector Leak, C.B.E. (Board of Trade). 
Sit Kenneth Lee, Bt. (Tootal, Broadhurst, Lee Ltd.). 
A. Pickup (Co-operative Wholesale Society Ltd.). 
A. Reeder, O.B.E. (Ministry of Labour). 
T. B. Robson (Price, Waterhouse & Co.). 
G. Woodcock (Trade Union Congress). 
The Secretary of the Committee is Mr. A. Maizels, to whom all 
communications should be addressed at Statistics Department, 
Board of Trade, Rowney House, Tufton Street, London, 8.W.1. 
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Answers in Parliament 


The following are recent answers to Parliamentary Questions 
of trading and industrial interest :— 


Patent Rights (7/6/45): The President of the Board of Trade 
was asked whether he was aware that many patents had lain 
idle during the war owing to lack of raw materials and other 
facilities for their exploitation, and whether arrangements would 
be made in suitable cases.for an extension of patent rights. 
The Parliamentary Secretary replied: ‘‘ Yes, Sir.” Under 
Section 18 of the Patents and Designs Act, a patentee who has 
suffered loss by reason of war restrictions may apply to the 
Court for an extension of the term of his patent. Recommenda- 
tions for simplifying the prescribed procedure have been made 
in an Interim Report of a Departmental Committee, which has 
been published as Cmd. 6618, and is now under consideration.” 


Welsh Factories (7/6/45): In reply to a question about the 
number and location of Government-owned factories in Wales, 
and the arrangements made for their post-war use, the Parlia- 
mentary Secretary said: ‘There are some sixty Government- 
owned factories in Wales, of which eight are in the six North 
Wales counties. Ten factories have been allocated to firms for 
post-war use, and negotiations are now in progress.” 


British Industries Fair (7/6/45): Asked whether he could state 
whether any decision had been reached regarding the date of the 
next British Industries Fair, the Secretary to the Department of 
Overseas Trade said: “ Yes, Sir. After full consideration of the 
practical issues involved, I have, with regret, come to the con- 
clusion that it would be premature to hold a Fair in 1946. I am 
supported in this decision by the strong majority opinion of the 
Advisory Committee consisting of representatives of the indus- 
tries normally exhibiting at the London Sections of the Fair 
and of representatives of the Birmingham Chamber of Commerce 
who are responsible for the organisation of the section of the 
Fair held at Castle Bromwich. Plans are proceeding for the 
holding of a Fair in 1947 and, so as to ensure that the Fair shall 
be of the utmost assistance to our export trade, emphasis on 
exports will be made the dominant feature.” 


Retail Trade (12/6/45): In reply to questions about the position 
of ex-traders released from the Services and the licensing of retail 
businesses, the President said: ‘‘The Location of Retail 
Businesses Order was made in November 1941, and the Register 
of Withdrawing Traders was compiled to safeguard the post-war 
prospects of those traders who, through being called to the 
Services, directed into munition work, or through other causes 
were forced to close their shops during the war; to protect 
shopkeepers who were with difficulty carrying on their businesses 
against new and unfair competition ; to prevent an unhealthy 
dispersal of the diminishing supply of consumer goods. The time 
has, however, now come to make a start with allowing traders to 
re-open their businesses and I have decided that, from June 18, 
any ex-trader, whether or not he is serving in H.M. Forces, who 
is eligible for inclusion in the Register, shall be granted a licence 
as a matter of course to resume his former business. I have 
further decided that ex-traders, who wish to re-open in some area 
or line of business other than that in which they formerly traded, 
shall be allowed to do so provided this will not prejudice the 
interests of others on the Register. 

Licences will continue to be granted, as hitherto, to war- 
disabled persons who were not formerly retailers (in these cases 
the Licensing Committee will take account of any advice by the 
Ministry of Labour on whether the applicant should be allowed 
to enter retail trade on his own account) and to persons who 
acquire the goodwill of an existing business or who remove to 
other premises in the same shopping area provided there is no 
change in the size or character of the business. 

I expect that as a result of these arrangements the number of 
new businesses opened will be sufficient to meet all essential 
public needs. I have therefore decided that for the time being 
no further licences shall be granted on the grounds of essential 
public need. But sympathetic consideration will be given to 
cases where the refusal of licence would involve a high degree 
of personal hardship. 

I am referring to non-food businesses, and my right hon. and 
gallant Friend the Minister of Food will shortly make an announce 


ment concerning the extension of facilities for former food 
traders and owners of catering establishments to re-open their 
businesses. 


Register of Retail Traders (12/6/45) : Asked how many owners of 
businesses closed due to war causes had registered with a view to 
restarting, the President said: ‘‘ Up to last Saturday, 17,427 
hames had been accepted for inclusion on the Board’s Register 
of Withdrawing Retail Traders. I have no information about 
the total number of shops closed since September 1939.” 


Deconcentration of Industry (12/6/45): The President was asked 
what steps were being taken to implement the undertaking 
regarding the restarting of non-nucleus firms, given in para- 
graph 3 of the White Paper on the Concentration of Production. 
He replied: “As my predecessor stated on September 26 last, 
full deconcentration is unlikely to be possible until Japan has 
been defeated, but, subject to the circumstances of each industry 
and in consultation with those concerned, my Department is 
taking every opportunity, as labour and materials become 
available, to assist closed firms to re-open, and progress is being 
made.” 


War Risks Insurance (12/6/45): In reply to a question about the 
War Risks (Commodities) Insurance Fund, the President said ; 
““Up to March 31, 1945, £198} million had been received in 
premiums, to which sum there should be added a further £3} 
million representing interest on investments, salvage receipts, 
etc. The compensation paid in the period amounted to £114} 
million, and there were outgtanding liabilities of about £2 million. 
t» It is not possible, without an elaborate investigation, to state 
the precise cost of administering the Fund, but payments to 
agents and assessors, and the expenses of the Board of Trade 
District Insurance Committees, which represent by far the 
greater part of the total cost of administration, amounted up 
to March 31 last to £4 and three-quarter million.” 


Company Law (12/6/45): Asked whether he had received the 
Report of the Committee on Company Law Amendment, and 
whether it was his intention to publish it, the President replied : 
“Yes, Sir. I have just received the report, and it is my intention 
to have it published as soon as practicable.” 


Export of Piece Goods (12/6/45) : In reply to a question about the 
export of garments and piece goods, the President said: ‘ Ex- 
ports of piece goods play a vital part in maintaining the economy 
of the Empire and other countries mainly dependent on us for 
essential supplies and from which we also draw for esseptial 
supplies, for instance, of food. Limited exports of garments are 
also permitted. It is not practicable to disturb the existing 
relations between the two.” 


Textile Machinery (12/6/45): The President was asked if he 
were aware that Brazil had opened negotiations with U.S.A. 
for the delivering of 9,000,000 new spindles in the next four 
years ; that this would increase Brazil’s spindleage four times ; 
and what steps the Government proposed to take in order to 
help the Lancashire cotton industry to re-equip itself for post- 
war trade. He replied: “I have seen press reports about 
possible purchases of textile machinery by Brazil from the 
United States, but I have no information about the quantities 
involved. The Machinery, Plant and Appliances (Consolidation) 
Order, 1945, dated June 4 (S. R. & O. No. 631) will enable 
provision to be made for a fair share of the increasing supplies 
of new cotton textile machinery now beginning to be manu- 
factured to be available to firms in the cotton industry wishing 
to re-equip.” ’ 


Production and Distribution Census Committees (12/6/45): The 
President announced the appointment of a new committee to 
report on what additional information should be collected at 
future Censuses of Production, and to recommend what amend- 
ments should be made to the Census of Production Act. Details 
of this Committee are given on page 271. 

The President also announced the appointment of a committee 
to report on the proposed Census of Distribution. An article 
-dealing with this project appears on the front page of this issue 
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Official. Announcements Affecting 
Trade and Industry 


Nots: Copies of all Orders referred to in the Board of Trade Journal can be purchased through any booksellers, agents, 


or direct from H.M. Stationery Office. 


Clothing Coupons for Men and Women released from Forces: 
It has already been announced that all men and women released 
from the Forces are to receive an issue of 90 clothing coupons to 
help them to equip themselves for civilian life. 

The Board of Trade, in conjunction with the Service Depart- 
ments, now announce that this will come into effect from June 18. 

These coupons will be in addition to the civilian clothing outfits 
issued to officers and men of the Navy, Army and Royal Air 
Force, and to the equivalent grant of £12 10s. and 56 coupons 
issued to women of all ranks of the auxiliary services. All 
released men and women will also, of course, receive an ordinary 
civilian clothing book, containing the appropriate number of 
coupons for the rest of the current rationing period. 

The 90 coupons will normally be issued in the form of a supple- 
mentary clothing book (S.C.V.) which will be automatically 
issued by Food Offices at the same time as the civilian identity 
card and food and clothing books. No special application will be 
necessary. 


New Orders, however, may not be immediately available. 


The special book will also contain a form which will enable the 
holder to apply for a further issue of coupons at a time to be 
announced later when, the clothing position allows. 

The present arrangements, by which released and discharged 
members of the British Forces must apply to Customs and Excise 
for additional coupons, will cease on June 18. 


* 
Clothing Coupons for Repatriated P.O.W.’s : The Board of Trade 


announce that as from June 18 prisoners of war repatriated from 
the Far East will receive an issue of 20 clothing coupons at their 
reception camps. Prisoners repatriated from the Far East 
before that date, and who are still serving members of H.M. 
Forces, may apply for 20 clothing coupons to the War Organisa- 
tion of the British Red Cross Society and Order of St. John, Far 
Kast Section, 9 Park Place, St. James Street, London, 8.W.1. 


Continued on page 274 


More Government Factories Allocated for Post-War Production 


A further list of Government factories recently allocated to 
industry for post-war civilian production has been published. 
The list is given below. An earlier list was published in the 
Board of Trade Journal of March 24, 1945. 

The total factory space so far allocated amounts to over 154 
million square feet. It will provide employment for about 
150,000 people, and represents about one quarter of the total 
ultimately available for allocation to industry. 

In order to avoid delay in the re-conversion of industry, the 
factories are being allocated before they cease war production. 
They are being leased, not sold. Considerations governing 
allocations are: the establishment of a balanced distribution of 
industry ; re-establishment and exansion of export trade ; 
maintenance of a war potential; requirement of town and 
country planning ; and the ability of the individual firm to use 
the factory with the minimum of alterations. Special regard is 
given to blitzed firms and other hardship cases. R 

The sixteen standard factories in the present list—mainly 
units of 50,000 square feet—were built as an insurance against 
Vweapons. They have been located chiefly in areas where there 
was serious unemployment before the war and where the Board 
of Trade is especially anxious to introduce modern types of 
industry. The standard factories have been either completed 
or are nearing completion, and the firms moving in will be 
engaged on war production and will later turn over to the 


Allocated to 


Post-war P. roduct tion 
50,( 000 Smith’ 8 English W ate he 3. 
Clocks Ltd. 
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peace-time industry indicated. 

















Area 
Location aq. ft Alloc ated to Post-war Production 
Northern mm Region 
Sunderland (Pallion) . 50,000 | Chas. Twigg & Co. | Gas fittings, metal 
Ltd smallwares, prams. 
(Southwic » 50,000 | Rego Ltd. Clothing. 
South Shields ... 50,000 | Wright & W eaire Radio components 
Ltd. and domestic elec- 
trical equipment. 
Hartlepool 50,000 | Prices Tailors Ltd. | Clothing. 
North al 
Barnsley 104,000 | William Sykes & Co. | Sports goods. 
North ee 
Leicester 22,000 | Taylor, Taylor & | Photographic lenses. 
Hobson Ltd. 
Lutterworth 70,000 | Alfred Herbert Ltd. | Machine tools. 
South Western 
Lydney (Part)... 125,000 | Western Motor Passenger service 
Holdings Ltd. vehicle bodies. 
No. 2 Hucclecote 727,000 |) Bristol Aeroplane | Temporary houses. 
Weston-Super-Mare 465,000 |{ Co. . 
Wales 
Aberdare 119,000 | Collaro Ltd. Domestic hollowware 
and carpet sweepers 
Swansea ( Amalgamated Den-| Dental equipment. 
50,000 |; __ tals Ltd. 
l wcttoy Co, Ltd.... | Toys. 
Merthyr T aug 50,000 | Kayser Bondor Ltd. | Underwear. 
Neath ... 50,000 | Midland Metal Spin-| Aluminium _ hollow- 
ning Co. Ltd. ware. 
Ammanford 50,000 | Pullman Spring- | Spring interiors for 
filled Co. Ltd. upholstery trade. 
Blackwood 50,000 | South Wales Switch-| Electrical equipment. 
a gear Ltd. 





Midland 

‘e " dics 1,800,000 | Morris Motors Ltd. | Motor cars. 

Castle Bromwich { "360,000 Post Office Telephone equipment. 

Ludlow ad ond 50,000 | Richard Lloyd Ltd. Cutting tools. 

Shirley, Birmingham ... 110,000 | B.S.A. Guns Ltd. Rifles. 

Rednal, Birmingham ... 965,000 | Austin Motor Co. | Motor cars. 
Ltd. 

Fletchamstead, Coventry| 367,000 | Fisher & Ludlow | Pressed steel fittings. 
Ltd. 

North Western 

Workington 470,000 | United Steel Co. Ltd.| Ingot mould foundry, 


Sellafield 
Radcliffe 


Eccles, Manchester 


Blackpool 
Chester 


Scotland 


Cambuslang 


Broxburn 


Dundee 


Dumbarton 


Northern Ireland 
Castlereagh A 


Castlereagh B ... 


482,000 
295,000 


1,320,000 
1,300,000 
860,000 


50,000 


50,000 


50,000 


136,000 


50,000 


50,000 








Courtaulds Ltd. ... 
Mather & Platt Ltd. 


Platt 
Ltd. 
VickersArmstrong 


std. 


Bros. & Co. 


Hoovers Ltd. 
Range Boilers Ltd. 


H. Webb & Co. 
(Engineers) Ltd. 


pando od Rubber 
B. x. Plasties Ltd. 


$lackburn Aircraft 


0. 
P. R. Mallory & Co. 


td. 
M. C. L. & Repeti- 
tion Ltd. 





general engineering. 
Cellulose acetate yarn 
Textile machinery and 

food machinery. 
Textile machinery. 


Temporary houses. 


Domestic electrical 
equipment. 
Copper _ boilers 
storage tanks. 
Auxiliary water 
heaters and wash 
boilers. 

Expanded rubber pro- 
ducts. 

Plastic moulding pow- 
der. 

Temporary houses. 


and 


Batteries. 


Light engineering and 
repetition work. 


Including the 19 factories announced on March 19, 1945, the 
total amount of factory space so far allocated amounts, to 


15,624,000 square 


feet. 


This total is divided regionally as follows : 


Northern 

N. East ese 
N. Midland ... 
S. West 

Wales 
Midland 

N. West 
Scotland 

N. Ireland 


207,000 sq. ft. 
320,000 ,, 
483,000 ,, 
1,543,000 ,, 
1,158,000 ,, ,, 
6,079,000 ,, ,, 
, 


5,379,000 


336,000 
119,000 , 


” 


” 
15 ) 5,024, 000 oo 90 


The main industries covered_by these allocations are approxi- 


mately as follows : 


Motor cars, bodies and equipment 


Prefabricated mater ae | fitments and housing 


equipment 
Textile machinery 


Various cnalaneting iatnaizies 
Rubber manufactures 


a 


6,051,000 sq. ft. 
4,209,000 ,, 5, 
1,634,000 ,, 5, 
1,392,000 ,, ,, 
1,339,000 ,, 5, 
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OFFICIAL ANNOUNCEMENTS—continued 


Prisoners repatriated from Germany should ascertain whether 
their next-of-kin hold an issue of prisoners of war clothing 
coupons from the Red Cross. If 80, they may retain them for 
their own use. If the next-of-kin have returned the coupons to 
the Red Cross or have already used them to prepare a parcel, or 
if no issue was made to them owing to the suspension of the 
despatch of parcels; repatriated prisoners should apply for an 
issue in writing to the War Organisation, of the British Red Cross 
Society and Order of St. John, Next of Kin Parcels Centre, 14 
Finsbury Circus, London, E.C.2, stating their Regiment and 
Regimental number. 


* 


Woven Non-Wool Cloth and Household Textiles : The Board of 
Trade have made the following Directions to come into operation 
on June 18, 1945 :— 

The Woven Non-Wool Cloth (Manufacture and Supply) (No. 9) 
Directions, 1945 (S. R. & O. 1945, No. 634, price 1d.). 

These Directions provide for the addition of three new cotton 
shirtings and a linen interlining canvas to the utility range. 
Provision is also made for additional finishes in the case of two 
existing specifications (a cambric dress cloth and a collar cloth). 

The Household Textiles (Manufacture and Supply) Directions 
1945 (S. R. & O. 1945, No. 633, price 3d.). 

These Directions consolidate all former Directions under the 
Apparel and Textiles Order relating to the manufacture of utility 
household textiles. In addition they provide for the addition to 
the utility range of a new towel and a new ticking. The price of 
union sheeting and union pillow cloth and of the sheets and 
pillow cases made from these cloths have been reduced. 


* 


Elastic : New maximum prices for narrow elastic are fixed in a 
Board of Trade Order, known as the Miscellaneous Haber- 
dashery (Maximum Prices and Charges) (No. 2) Order, 1945, 
(S. R. & O. 1945, No. 687, price 1d.), which comes into force on 
June 18, 1945. The increases in manufacturers’ prices are due 
to increases which have taken place in the price of cotton and of 
rubber thread during the last eighteen months. Retail prices are 
in general 3d. per yard above those previously in force. The new 
retail maximum prices (including Purchase Tax) are : 





Braided Elastic 
Cord... ie = st .-. 14d. per yard. 
Flat, cotton, 4 strand... ... 14d. per yard 
Flat, cotton, 6 strand... . 2d. per yard 
Flat, cotton, more than 6 strand 2d. per yard 
Flat, rayon, 4 strand ... , 14d. per yard 
Flat, rayon, 6 strand ... — ... 2d. per yard 
Flat, rayon, more than 6 strand but 

not more than 12 strand 
Flat, rayon, more than 12 strand 
Cotton or rayon covered rubber thread 
sold by length ue ibe oe 
Cotton or rayon covered rubber thread 
sold by weight... 


34d. per yard 
54d. per yard 


43d. per dozen yards 


1s. 03d. per ounce 


* 


Target for Private Car Production : The Board of Trade and the 
Ministry of Supply announce that they have agreed that the 
motor manufacturers shall undertake production programmes for 
a total of 200,000 private cars in the next twelve months, of 
which approximately 40,000 are expected to be made in the 
present year. During the first few months, however, deliveries 
will be on a limited scale. These numbers are the target set for 
itself by the industry, and it has not been possible to guarantee 
that all the necessary labour and materials will be forthcoming. 
Some needed materials are still scarce and substitutes will have 
to be used. The date at which each manufacturer can start 
production will depend upon the timing of his release from war 
work. 

Since the beginning of the war few private cars have been 
made in the United Kingdom and there has been no production 
since 1942. The supply of cars for essential purposes as, for 
instance, medical and nursing services, has therefore fallen short 
of the real needs. Until these needs are met licences to acquire 
will still be required from the Ministry of War Transport. 

As part of the Government’s policy to foster exports, the 
industry have been asked to make available for overseas pur- 
chasers 50 per cent. of their total production. 


* 


Location of Industry: The Board of Trade have revoked the 
Location of Industry (Restriction) Order, 1942, and replaced it 
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by the Location of Industry (Restriction) Order, 1945 (S. R. & 0, 
1945, No. 671, price 1d.), which came into force on June 14, 
1945. 

Under the new Order the tontrol on the use of factories and 
warehouses is relaxed. It no longer applies to premises with an 
aggregate floor space of less than 3,000 square feet, nor to garages 
or motor vehicle or cycle repair shops of any size. Licences are 
also not required in respect of the use of factories or warehouses 
which have been let or sold to the user by a Government Depart- 
ment. It should be noted that this relaxation does not dispense 
with any obligation there may be to obtain licences under other 
Government controls. 

Apart from these exemptions, the control remains unaltered, 
and applications for licences should be addressed to the Board of 
Trade Regional Controller in the Region in which the premises 
are situated. 

Licences issued under the previous Order remain valid. 


* 


Toilet Preparations : Marking of Controlled Goods for Export : 
Under Article 7 of the Toilet Preparations (No. 3) Order, 1943 
(S. R. & O. 1943, No. 1213), the containers of all controlled toilet 
preparations supplied for export were required to be marked 
with the name and address of the manufacturer or licensed packer, 
and with an expression indicating that they are controlled goods, 

In order to assist exporters, the Board of Trade have now made 
the Toilet Preparations (No. 5) Order, 1945 (S. R. & O. 1945, No, 
663, price 1d.), which relaxes this provision. (The marking pro- 
visions will continue to apply to all controlled goods supplied on 
the home market.) The effect of the new Order, which comes 
into operation on June 18, 1945, is as follows :— 

(1) Any controiled goods, supplied either by direct exportation 
(except to the Isle of Man) or to a registered exporter (a person 
whose name is on Part II of the Toilet Preparations Register) 
need no longer be marked in accordance with Article 7 of the 
No. 3 Order. 

(Note. Article 4 of the No. 3 Order still applies to authorised 
unregistered manufacturers and they may not supply their own 
products, otherwise than by retail sale, unless they are specially 
licensed to do so.) 

(2) Any controlled goods, supplied by registered manu- 
facturers to any person (e.g. a brand owner) who surrenders a 
written declaration that he requires the goods for supply by 
exportation or to a registered exporter, need not be marked. 

(3) Any controlled good, acquired for export unmarked, may 
not be supplied on the home market by a registered export or by a 
person surrendering a written declaration as described in para- 
graph 2 above, unless he has (i) received from the Board of Trade 
the appropriate licence or exemption, and (ii) clearly marked the 
goods with 

(a) his name and address, 

(6) his licence or exemption number, and 

(c) an indication that the goods are controlled goods (e.g. 

the letters ‘‘T.P.”) if this indication does not already 
appear. 

Methanol. The Order also contains a provision removing 
methanol from the schedule of “ prohibited solvents,’ thus 
permitting duly authorised manufacturers to use methanol in 
the manufacture of controlled goods. 


* 


Toilet Preparations : The Toilet Preparations (No. 3) Order, 1943, 
as amended by The Toilet Preparations (No. 4) Order, 1943, S. R. 
& O. 1943, Nos. 1213 and 1683. 

The value of licenees issued to manufacturers whose names are 
entered on the Toilet Preparations Register, permitting the 
manufacture and supply of goods controlled under the above 
orders during the six months beginning July 1, 1945 will norm- 
ally be calculated at the following rates : 

1. for registered manufacturers participating in approved 
concentration schemes—37} per cent. ; 

2. for registered manufacturers not participating in approved 
concentration schemes—16% per cent. 

The standard period on which these values will be based 
remains the year ended May 31, 1940. No licence issued to a 
registered manufacturer will normally be for an amount less than 
£250. 

Manufacturers are reminded that : 

1. they may not supply under their licence controlled goods 
of any description not specified in the schedule to their licence ; 

2. controlled goods may be supplied only in containers of a 
size specified in the licence, unless supplies in bulk are expressly 
permitted ; 

3. the value given in the schedule to the licence in relation to 
each item of controlled goods is the minimum value which may 
be counted against the licence in respect of such goods. 

4. manufacture may take place only at the premises named in 
the licence. 
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OFFICIAL ANNOUNCEMENTS—continued 


Trade with Finland : Reports have appeared in the press about 
the signature of a Timber Agreement between this country and 
Finland. Since this may have led to some misunderstanding, 
the Board of Trade wish to make it clear that the signature of 
this Agreement does not imply that private trade with Finland 
can be resumed immediately. For the present all trade with 
Finland is prohibited by Trading with the Enemy legislation and 
no payments arrangements have- been concluded. 

Discussions will, however, shortly take place with the Finnish 
authorities. In the meantime, under the General Licence issued 
by the Board of Trade (S. R. & O. 1495, No. 182) prospective 
traders are free to communicate with their business contacts 
with a view to the acceptance of firm orders as soon as trade is 
re-opened with Finland. 


* 


Trade with Belgium and Luxembourg: With reference to the 
notice in the Board of Trade Journal of June 9 (page 263) on 
private trade between Belgium and Luxembourg and the United 
Kingdom the following is a list of broad categories of goods 
which will continue for the present to be procured solely 
through Government channels :— 

Foodstuffs 

Coal and coal mining equipment 

Petroleum products 

Agricultural machinery 

Hand tools 

Hand sewing needles 

Trucks 


* 


Control of Non-Ferrous Metals (Cadmium): The Minister of 
Supply has made the Control of Non-Ferrous Metals (No. 18) 
(Cadmium) Order, 1945 (S. R. & O. 1945, No. 643, price 1d.), 
which came into force on June 8, 1945. 

This Order varies the Control of Non-Ferrous Metals (No. 6) 
(Cadmium) Order, 1941, by exempting from the operation of the 
maximum price provisions cadmium (whether virgin or secon- 
dary) in the form of ingots, sticks or rods, which is delivered or 
intended to be delivered outside the United Kingdom or on 
board ship for export from the United Kingdom. 

inquiries concerning this Order should be addressed to the 
Joint Controllers, Non-Ferrous Metals Control, Grand Hotel, 
Rugby. 


* 


Non-Ferrous Scrap Metal Prices : The Minister of Supply has 
issued the following list of prices of non-ferrous scrap metals. 
These are prices at Ministry of Supply Depots at which the 
Minister is prepared to effect a sale to a buyer subject to having 
sufficient material of that particular quality available at a con- 
venient depot at any particular time. 

The list relates to the period of three months from June 11 
to September 11, but is published without prejudice or com- 
mitment. Without notice the schedule of materials may be 
amended in the light of changing circumstances and prices may 
be altered in accordance with market conditions, production 
costs and other factors. 

The publication of the following does not constitute an offer 
of sale. 

Any enquiries regarding this list should be addressed in the 
first instance to :— 

N.F. Metals Control (Scrap Disposals Dept.), Euston House, 
London, N.W.1. Telephone: Euston 1260. 


Price per 
Description of Metal ton 

Ex-Works 
£ s. d. 

Copper 
Copper, clean untinned, cut up 56 10 0 
Bright untinned copper wire 57 10 0O 
No. 1 copper wire ; 57 0 0 
No. 2 copper wire ' 55 10 0 
Shell band scrap (other than turnings) 56 10 0 
Copper firebox plates cut up . 57 10 0 
Copper turnings (including shellband ‘turnings ) 48 0 0 
Braziery copper .. sia 53 10 0 
Cupro nickel scrap 80/20 ‘webbing 7510 0 


Cupro nickel scrap defective cups and envelopes 
before filling a se oe ‘xg die COL 


Zine 
Zine scrap sae eve sve vie pas eee, 
Brass 


0 
Lead scrap vas sibs ae cvs “ és? BAB, © 
0 
Brass ingots 0 
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Price per 
Description of Metal ton 
Ex-Works 
Bi iy Ce 
Brass §.A.A. webbing ‘ : a .- 4810 0 
sp defective cups and cases "Te as Me BQO 
‘s cut-offs and trimmings .. or iow AE» 
‘ muffled cases grade A (electrically 
muffled) si oe “ee scape KOTO 
‘i muffled cases grade a i «a Sh & © 
Pr turnings, loose .., i dé veo et L.Oe@ 
a5 es masticated ... al we 422 0 0 
a fired cases i sti ea ive, See oe 8 
» fired Q.F. cases ... ah ree vai << SOA? © 
» Q.F. webbing _... aes éa ws & OF 0 
» Q.F. cut-offs and trimmings 1a Rg ae MP 10.0 
» Q.F. defective cups and cases ... est - 4 0 0 
» Q.F. turnings - « 22 6.6 
» other 70/30 process and manufac turing | se rap 46 10 O 
» 70/30 metallics ... ak — wi in Cre A 
» 60/40 rod swarf ... oa ad aud sso OO 10.0 
» 60/40 metallics ... 27 0 0 


»» process and manufacturing se rap containing 
over 62 per cent. and up to 68 per cent. copper 43 10 0 
»» process and manufacturing scrap containing 


over 58 per cent. and up to 62 percent. ... 38 10 0 
»» broken down fuse scrap 60/40 ... rc cia! 28S Ou6 
; eee gilding metal webbing 5210 0 
», 85/15 defective gilding metal cups and enve- 
lopes before filling... es Sis acs 50°10 
», 90/10 gilding metal webbing ... 53 10 0 
» 90/10 gilding metal defective cups and enve- 
lopes before filling ... ee “ve cee! OL IOO 
cap metal webbing 95/5 és dee <n REO 0 
Gunmetal 
Scrap Admiralty 88/10/2 ve age eee cette ae 
» Admiralty nn aes esa _— see. tae BOO 
Nickel Silver 
Process and manufacturing scrap 10 per cent. ee BOY OL. 
” Ss ”» ee a we, Co 0 
de 5 iil a or .. 60 0 0 
- * i | sven Coe OO 
* 


Control of Non-Ferrous Metals (Copper, Lead and Zinc) : The 


Minister of Supply has made the Control of Non-Ferrous Metals 


(No. 17) (Copper, Lead and Zinc) Order, 1945 (S. R. & O. 1945, 
No. 642, price 1d.) which came into force on June 11, 1945. 

The new Order increases the maximum prices for lead by £5 
a ton, for zine, zinc sheets and rolled zinc (boiler plates) by 
£5 10s. a ton, and for zinc oxides by £4 15s. a ton. This is the 
first increase in the prices of unwrought lead and zinc since 
December, 1939. 

The Order also abolishes the maximum prices for hard spelter, 
zine dross, flux skimmings and certain descriptions of copper 
scrap, brass scrap and swarf, and gunmetal scrap and swarf. 
The new Order does not affect any change of importance in 
regard to the licensing of the acquisition or disposal of non- 
ferrous material concerned, but it provides for the exemption 
from the operation of the maximum price provisions scheduled 
materials which are delivered or intended to be delivered outside 
the United Kingdom or on board ship for export outside the 
United Kingdom. 

The new maximum prices are :— 


Previous New 
price price 
per ton per ton 


£ -s. @. fa. d. 
Delivered buyer’s premises— 
1. Good soft pig lead (foreign) cM 2 6 A0-) SP O+0 
(duty paid) (duty paid) 
2. Good soft pig lead (Empire and domestic, 


including secondary or remelted lead)... 25 0 0 30 0 0 
3. Lead of the quality known as “‘ English” 2610 0 3110 0 
4. G.O.B. zine (foreign) aie ear « foe O SF 8 0 


" (duty paid) (duty paid) 
5. G.O.B. zine (domestic, — secon- 

di ary and resmelted zinc) ws 26100 3 0° 0 
6. ‘‘ Prime Western ”’ and de based : sino...) 26:10 0 32 0 0 
7. Refined and electrolytic zinc... 27..6.-@>, 32.456- 0 
8. Zinc of not less than 99-99 per cent. purity 2815 0 34 5 O 


Ex Works— 
9. Zinc sheets (No. 10 gauge and thicker. 


y 


Delivered in lots of 5 tons or more) $712 6 43 2 6 
10. Rolled zinc (boiler plates) aa at BI 6 aie 86 
Delivered buyer’s premises— 
11. Zine oxide (red seal) (a) ... ace w see © 2.6: @ 
12. Zine oxide (green seal) (a) aes ~~ oe OP OOl 7 2 0 
13. Zine oxide (white seal) (a) ie a OH O°0 HIE 0 


(a) Delivered in lots of not less than 2 tons. 
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OFFICIAL ANNOUNCEMENTS—continued 


Holders of valid licences to purchase lead and zinc metal (as 
sold by the Control) granted on or before June 10, 1945, may, 
on application to the Joint Controllers, Non-Ferrous Metals 
Control, Grand Hotel, Rugby, cover themselves by purchases, 
where they have not already done so, against such licences up 
to and including June 24, 1945, at the maximum prices ruling 
on June 10, 1945. 

Enquiries concerning this Order should be addressed to the 
Joint Controllers, Non-Ferrous Metals Control, Grand Hotel. 
Rugby. 


* 


Control of Growing Trees and Home-Grown Round Timber : The 
Minister of Supply has made the Control of Growing Trees and 
Home-Grown Round Timber in the Log (No. 2) Order, 1945 
(S. R. & O. 1945, No. 641, price 1d.) under which the bark allow- 
ance for Spanish chestnut, which was reduced in 1944 to 7} per 
cent., is restored to its former figure of 10 per cent. as from 
June 11. 


* 


Control of Timber : Veneer Prices : The Minister of Supply has 
made the Control of Timber (No. 37) (Veneer Prices) Order, 1945 
(S. R. & O. 1945, No. 640, price 1d.), which came into force on 
June 11, 1945. The Order constitutes an addition to the series 
of Control of Timber Orders regulating the prices of all descrip- 
tions of timber and plywood, which came into force on September 
4, 1944. 

The new Order provides maximum prices for imported and 
home-manufactured veneer and the First Schedule covers those 
descriptions of veneer which are being used chiefly for the pro- 
duction of utility furniture. In the case of all other descriptions 
of veneer, including any privately-held stocks, it will be neces- 
sary for the parties to a proposed transaction to agree pro- 
visionally on a price and to submit it to the Timber Controller 
for the Minister of Supply’s approval, or simply to apply to the 
Timber Controller for a price to be provided. 

Prices for aircraft and technical veneer are not contained in 
the First Schedule to the Order and will be provided on applica- 
tion to the Minister through the Timber Controller. 

Provision is made by the Order for special prices to be pro- 
vided for veneer of exceptional dimensions or quality. 

All the prices are for the veneer delivered by the seller loading 
it on to a conveyance provided by the buyer. 

The prices are for cash, but provision is made in the Second 
Schedule for credit to be given by the seller if agreed between 
him and the buyer. The Second Schedule also provides, subject 
to agreement between buyer and seller, for the latter to provide 
transport, to process or convert the veneer and to pack it if it is 
not already packed, and for these services the seller may make a 
charge which is reasonable in relation to the cost incurred. Any 
such charges must be shown separately on the seller’s invoice. 


* 


Licensing of Veneer: For the guidance of firms dealing in or 
consuming veneer, the following is a summary of the already 
existing licensing procedure :— 

Veneer may only be acquired, disposed of and consumed under 
the authority of licences granted by the Minister in accordance 
with the provisions of Articles 1 and 2 of the Control of Timber 
(No. 32) (General Provisions) Order, 1944 (see also Artio le 13 (2) 
of that Order). 

The Control is importing on public account certain utility 
veneer, which is on arrival sold outright to veneer merchants on 
a quota basis agreed between them. For this purpose merchants 
are granted allocations by Timber Control Headquarters. Re- 

sales to consumers may ‘only be made to such firms as hold 
licences on Form T.C. 3/8/1. 

Home-manufactured utility veneer may be sold by the manu- 
facturers either to merchants or consumers who are in posses- 
sion of a licence. Merchants’ licences will be granted on Form 
T.C. 3/8/8 to applicants who were veneer merchants prior to the 
war and consumers’ licences will be granted on Form T.C. 3/8/1. 
Sales by merchants will, of course, be limited to the holders of 
consumers’ licences. 

Licences on Form T.C. 3/8/1 also authorise the treatment, use 
and consumption of veneer and no further licence is therefore 
necessary, but all applications for licences to consume veneer in 
the manufacture of utility furniture require the support of a 
“ Certificate to Purchase ” issued by the Board of Trade. 

Licences on Form T.C. 3/8/1 may also be granted for the 
acquisition and consumption of privately-held stocks of veneer. 

All applications for licences should be made to the appropriate 
Timber Control] Area Officer, 





June 16, 1945 


British Wool Clip, 1945 : Schedule of Authorised Prices : Under 
the Control of Wool (No. 22) Order, 1945, the Minister of Supply 
has requisitioned the 1945 home-grown wool clip. The Minister 
of Supply has authorised the Wool Controller to take up that 
clip in accordance with the Schedule of Prices set out below :— 























Pence per lb. 
Ref. Description 
No. Washed] Greasy 
ENGLAND 
642 | Lincoln hogs and wethers oe 12} 18 
643 | Notts., Leicester and Yorkshire hows 21} 18 
and wethers ’ ; 
644 | Border Leicesters son 203 18 
645 | Notts., Yorkshire, Lincoln and Lei sic ester 
half-breds__... a an .-. | 204 18 
646 | Norfolk half-breds ods oo ave 193 17 
647 | Best Shropshires wh ie Sas tie 3 19 
6474) Best Rylands ... = oo) Se 19 
648 | Wilts and Hants Down! ns is .. | 24} 193 
6484] Suffolk Downs in Eastern Counties ... | 234 183 
649 | Sussex Southdowns _... oe .. | 284 23} 
650 | Oxford Downs ... er oo. | 23h 18 
651 | Dorset Downs and Horns a woe | 282 193 
652 | Eastern Counties Downs see ol 31 18 
653 | Kent tegs ; bee sco] 108 173 
654 | Kent ewes and wethers sae $53 193 18 
655 | Kent half-bred Downs 203 18 
656 | Unsorted Kent and Kent half- bred 
lambs pe — 
657 | Devon, Cornwall and Somerset strong —— 163 
658 | Devon, Cornwall and Somerset cross- 
bred... on ei oe Te (ices 17} 
659 | Exmoor Horns ... ba ioe vee 3h 173 
660 | Cluns and best Kerries ... bibs w- | 23h 18 
661 | Fine Radnors ... Re ass Ess 19} 15 
662 | Deep Radnors ... — die ooo | 1hBe 14} 
663 | Best Welsh fleece (English grown) ... 193 | 16} 
664 | Swaledale tie wes soe we | 17} 
665 | Scotch ... ; or eee Mn 16 
666 | Good medium Massams.. 18} 16} 
667 | North half-bred hogs (exc luding Se sotland 
Border counties) en ; si 203 18 
668 | North half-bred wethers (excluding 
Scotland Border counties) ... .. | 204 18 
669 | Herdwicks sue sds ie we | 154 
670 | Ripons ... ae = Bee ooo | — 18 
WALES 
671 | Shropshire and best Kerry _ ... pos Ae 19 
672 | Fine cross-bred . : dan vost ee 15 
673 | Radnors and cross- s-breds ae “a 194 15 
674 | Fine Welsh ° ... bat =" woe | 248 174 
675 | Ordinary Welsh i sae rd te 163 
676 | Turbary Welsh ... pipe ont 2aae —_ 
WasHED SHorN Lames Woo. 
677 | Shropshire and best Kerry _... ee 18} 154 
678 | Radnor and cross-bred abe see 14} 11} 
679 | Welsh lambs _... si = or 13}? 11} 
ScoTLAND 
680 | Cheviot ewe and hog ... ve yaa ee 204 
681 | Half-bred hog and wether voor 193 
682 | Lesters ... ae — fee — - 19 
683 | Crosses re coh ies owt — 17 
684 | Blackfaced | - 163 
NORTHERN IRELAND 
685 | Suffolk Downs | — 18 
686 | Fine half-breds ... _— we | — | 173 
687 | Lesters ... er Sie as shi | — | 17 
688 | Crosses ... | — | 15} 
689 | Blackfaced | — | 153 


The prices set out above are for good clean washed or light 
greasy wool delivered within a reasonable distance, f.o.r., or 
otherwise as the Minister may direct, if required. These are the 
highest prices for wools of the specified types; in the case of 
intermediate or inferior wools the prices applicable shall be in 
proportion. The highest prices for willeyed locks, for washed or 
greasy locks, brokes, fallen or gathered wool and tailings, and for 
daggings and clarts, shall be in proportion to the prices for fleece 
wool. The expression “in proportion” has the meaning which 
is commonly given to that expression in the wool industry. 

Until further notice, if the wool cannot be taken up before 
September 1, 1945, an addition will be made to this schedule at 
the rate of 3} per cent. per annum as from September 1, 1945, to 
the date of taking up. 
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OFFICIAL ANNOUNCEMENTS—continued 


The prices in the Schedule (which have been fixed in consulta- 
tion with the Agricultural Departments), together with the above- 
mentioned addition, are inclusive of all payments under. the 
Compensation (Defence) Act, 1939. 


* 


Control of Wool: Under the Control of Wool (No. 22) Order, 
1945 (S. R. & O. 1945, No. 649, price 1d.) which came into force 
on June 11, 1945, all wool clipped in the United Kingdom 
during 1945 is requisitioned by the Minister of Supply. This 
follows the procedure adopted last year. The Order prohibits 
disposal, except to the Minister, and provides for the furnishing 
of returns of such wool and the issue of directions concerning 
removal, transport, keeping, storage, disposal or delivery of it. 

The Ministry of Supply has issued a schedule of prices which 
the Wood Controller has been authorised to pay for the wool. 
These prices, which have been settled in consultation with the 
Agricultiral Departments, are the same as those paid for last 
year’s wool. 

The Order does not apply to wool clipped in the Orkney 
Islands, the Shetland Islands and the Outer Hebrides, or to wool 
removed by fellmongers from skins in any part of the United 
Kingdom. It is, however, proposed to continue the arrangement 
under which growers in the Islands may, if they wish, after their 
wool—except native Shetland, Shetland cross or native Orkney— 
to the Wool Control, who will be prepared to purchase it on the 
basis payable for mainland wool. 

All enquiries should be addressed to the Wool Control, Brad- 
ford. 


* 


Paper for the General Election : Parliamentary candidates may 
obtain paper for the General Election on presentation to their 
merchants or printers of a certificate in prescribed form signed 
by the candidate’s agent. The Ministry of Supply now announce 
that where the agent is not yet available by reason of his engage- 


ments on National Service or other similar causes the certificates’ 


may be signed by the candidate itself. 


* 


Skin Gluestock : It has been decided to resume the importation 
of Indian skin gluestock on private account into the United 
Kingdom. 

The Ministry of Supply therefore ceased to buy skin gluestock 
in India on public account as from June 11, 1945, and thereafter 
private traders may purchase in India subject to the issue of an 
Indian export licence, which will depend on the agreement of 
the local Director of Industries in India that the material can be 
spared for export, and to the issue of a United Kingdom export 
licence. 

Applications for import licences should be made to the Import 
Licensing Department, Board of Trade, 1-6 Tavistock Square, 
London, W.C.1. 

Gluestock already bought by the Ministry of Supply will be 
distributed in accordance with the existing arrangements. 


* 


Binder Twine : The Central Price Regulation Committee wishes 
to make it clear that the price of £83 per ton, which has been 
approved in respect of 650-foot runnage binder twine applies 
only to twine produced in the 1945 season. The price approved 
for the 1944 season’s output (600-foot runnage) was £76 per ton. 
This approved price applies to any stocks of twine left over 
from the 1944 season. . 


* 


Approval of Permitted Prices: The Central Price Regulation 
Committee has approved the following prices for the “ Wee- 
Dex” portable gas cooker and extra refill manufacutred by Dex 
Industries Ltd., 18, Petersham Road, Richmond, Surrey : 





Manufacturer’s Retailers’ 
Selling Price Selling Price 

#2 3 2 £3 4 9 
£1 10 10 


Cooker, complete 
Refill, complete si 0 SA VOR A 


These prices are exclusive of purchase tax. 


* 
Purchase Tax : Withdrawal of £500 Exemption Limit : Owing 


to the pressure on Parliamentary time, it has been decided not 
to proceed further with this matter before the dissolution of 
Parliament. The Purchase Tax (Suspension of Registration 
Limit) Order, 1945, which required traders affected to apply for 
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registration by July Ist next, will therefore be allowed to lapse ; 
and no action will be taken on applications that have been 
received under that Order. 


* 


British Chamber of Commerce in Cuba: His Majesty’s Consul- 
General at Havana reports that a British Chamber of Commerce 
has been established in the Republic of Cuba. Mr. E. L. R. 
McGough has been elected as the first President of the new 
Chamber, whose address is Edificio Gomez Mena, Room No. 802 
(Apartado 2642), Havana. 


* 


Shipping on Statutory Prohibited List : There is no change to 
report in the Statutory List “‘ A” as published in the Board of 
Trade Journal of June 2, page 246. 


* 


Importation of Plants (Amendment Order): The Minister of 
Agriculture and Fisheries has made an Order which came into 
operation on June 5, 1945, and imposes on the importation of 
plants, potatoes, raw vegetables and cider apples grown in 
Portugal restrictions similar to those placed upon like produce of 
certain other European countries in which the Colorado Beetle 
has established itself. 


* 


Regional Survey of the North Midland Coalfield : The Minister of 
Fuel and Power announces the publication of the North Midland 

Coalfield Report (H.M. Stationery Office, price Is.), the third of 
the series of factual and authoritative reports on the present 

position and future prospects of the British Coalfields. This 
Report, which follows those on the Durham and Kent coalfields 
(H.M. Stationery Office, price 1s. each), is the work of the 

Committee set up in August 1944 under the Chairmanship of 

Mr. T. F. Turner, K.C., the Regional Controller of the Ministry . 
of Fuel and Power responsible for the North Midlands Region. 

The Committee comprised four representatives of the mine- 

workers; four representatives of the colliery owners; two 
representatives of the Ministry of Town and Country Planning, 

a member of the Nottinghamshire County Council and a Professor 
of Mining. They were assisted throughout by members of the 
Geological and Fuel Research Surveys. The Committees were 

specifically asked what measures, including the sinking of new 

pits and the further development of the coalfield, should be 

taken to enable the fullest use to be made of the Region’s reserves, 

and what provision of housing and other services would be 

required for the welfare of the mining community. The Report 

contains a review of the estimated reserves in the coalfield, with 

particular reference to the physical and chemical characteristics 

of the principal seams in Nottinghamshire, North and South 

Derby and Leicester. 

Among the important matters to which the Report draws 
attention may be mentioned : 

(i) No reliable estimate of the extent or richnes of that part 
of the East Midland Coalfield which lies to the east of the present 
line of development can be made at present. A full programme 
of exploration under expert direction is recommended to prove 
the eastward extension of the East Midland Coalfield and the 
southern and western areas of the South Derbyshire Coalfield. 
It is suggested that development should be carefully planned in 
advance and independently of the existing boundaries. 

(ii) The proved resources in both the North and South sections 
of the Region will enable the current rate of output to be main- 
tained until beyond the end of the century. The Committee 
estimate that with increased manpower, but without major 
alterations of technique, the output could be increased throughout 
the period under review by at least 25 per cent. 

-(iii) The Committee draw attention to the necessity for a 
thorough investigation into the reasons for the deficiency of rail 
transport in order that the present output can be maintained 
and increased and point out that this highly productive region, 
having virtually no access to the sea, is almost entirely dependent 
upon rail haulage. 

(iv) The Report includes a Schedule of Housing shortages and 
points out that if more labour is to be introduced to enable 
maximum production’ to be achieved this shortage will be 
proportionately increased. Recommendations regarding the 
siting of houses and new settlements for communities are made, 
and the need for special consideration to be given to the type of 
dwellings in which the miner and his family are to live is stressed. 


* 


Regional Survey of the Midland Coalfield : The Minister of Fuel 
and Power also announces the publication of the Midland 
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Coalfield Report (H.M. Stationery Office, price 1s.), the fourth 
of the series of factual and authoritative reports on the present 
position and future prospects of the British coalfields (the 
previous reports are: ‘“‘Kent Coalfield, Regional Survey 
Report,” “‘ North Midland Coalfield, Regional Survey Report ”’ 
and “Durham Coalfield, Regional Survey Report” (H.M. 
Stationery Office, price 1s. each) ). This Report is the work of a 
Committee set up in August 1944 under the Chairmanship of 
Alderman J. A. Webb, M.B.E., J.P., the Regional Controller of 
the Ministry of Fuel and Power responsible for the Midland 
Region. 

The Committee comprised three representatives of the mine- 
workers ; three representatives of the colliery owners ; a con- 
sulting engineer and a city engineer and surveyor. They were 
assisted by members of the Geological and Fuel Research Surveys. 

The Committee were specifically asked what measures, includ- 
ing the sinking of new pits and the further development of the 
coalfield, should be taken to enable the fullest use to be made of 
the Region’s reserves, and what provision of housing and other 
services would be required for the welfare of the mining com- 
munity. 

(i) The Committee quote figures showing that output in the 
Midland Region has fallen from an average of 18-7 million tons 
over the years 1930-39 to 16-5 million tons in 1943. Among 
the long-term measures suggested by the Committee for arresting 
this decline are the prevention of industrial diseases by means 
of periodical examinations ; rehabilitation after sickness ; co- 
operation and co-ordination of effort by all sections of the 
industry ; exploration of possibilities of further mechanisation, 
both on the surface and underground ; centralisation of output 
wherever possible at the most efficient and economic units ; 
long-term planning. 

(ii) Some of the contributory causes to the decline in output 
which the Committee record are: failure to relate effort more 
closely to earnings; the increased age of proficient miners ; 
lack of development at some collieries and failure to apply more 
scientific methods ; lack of goodwill within the industry. 

(iii) The Committee suggest that steps, including increased 
mechanisation, should be taken to modernise the pits, but point 
out while in the main this will be a matter for colliery manage- 
ments, there must be a safeguard that the machinery installed 
will be efficiently handled by mine workers, who must be educated 
to this end on technical lines. They feel that the raising of the 
status of men working in the coal mines is an essential step if 
the future of the industry is to be assured. 

(iv) The Report calls attention to the danger of industrial 
diseases, particularly pneumoconiosis, and recommends the 
formation of a medical service for mineworkers in close proximity 
to the pits, administered by a full-time medical officer (where 
men would be admitted after sickness as distinct from accident 
rehabilitation), and a rehabilitation centre for each coalfield. 

(v) The Report also deals. with the provision, location and 
standard of houses for miners. 


* 


Empire Cotton Growing Corporation: The Administrative 
Council of the Empire Cotton Growing Corporation, at a meeting 
held in Manchester on Tuesday, June 5, 1945, elected the 
Marquess of Linlithgow as their President, in succession to Lord 
Derby, who has resigned, but who has accepted the office of 
Patron of the Corporation. 

The Chairman of the Council, Mr. Arthur Foster, J.P., when 
announcing this appointment at the Annual General Meeting 
which followed, said that the Council considered themselves 
fortunate that Lord Linlithgow had signified his willingness to 
become their President. Before his term of office as Viceroy of 
India, Lord Linlithgow had been Chairman of the Royal Com- 
mission on Indian Agriculture. He was not only keenly interested 
in all agricultural problems and in scientific research, but during 
his Viceroyalty had maintained close touch with the cotton- 
growing industry in India. 


* 


Corn Prices in England and Wales : The Ministry of Agriculture 
and Fisheries states that the average prices of corn per hundred- 
weight in the week ended June 9, 1945, were wheat 15s. 1d. ; 
barley, 23s. 7d. ; and oats, 16s. 4d. 


* 


Postal Service to Denmark : The Postmaster-General announces 
that restricted air and surface mail services to Denmark are now 
available. Only non-illustrated postcards and letters, not 
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exceeding 1 oz. in weight, on personal matters or on busines 
matters limited to ascertaining facts and exchanging informations 
may be sent. Postage rates are as follows :— 
Air Mail Surface Route 
Letters (limit of weight 1 oz.) ... 5d. 3d. 
Postcards ... o see 24d. 2d. 
Correspondence cannot be accepted for registration, insurance 
or express delivery ; and no money order or parcel post service 
is available. 


* 


Censorship Relaxation to Northern Ireland and Eire: In accord- 
ance with the new ‘‘ Control of Communications Orders,” which 
came into operation on June 7, censorship permits are no longer 
required for the dispatch of any articles to Northern Ireland or 
Eire, whether by post or otherwise. Reconditioned envelopes 
may now be used and printed or pictorial postcards may now be 
sent to both places. 

At the same time, the censorship control at the ports of 
travellers proceeding to Northern Ireland or Eire is discontinued. 
Such travellers need therefore not submit their papers for pre- 
censorship in future. 

Copies of the new “ Control of Communications Orders’ may 
be obtained at H.M. Stationery Office. 


* 


Restoration of Public Telegraph Service with Holland: The 
Postmaster-General announces that public telegraph service 
with Holland has been restored. 

The rate for ordinary telegrams is 3d. a word and for European 
letter telegrams (ELT) 3s. 14d. for 25 words with 14d. each 
additional word. Plain English, French, Dutch, Spanish or 
Portuguese only are admitted. Telegrams of a business nature 
must be restricted to those ascertaining facts and exchanging 
information. 

The facilities for telegraph communication with and inside 
Holland are strictly limited, and until they can be extended the 
service will be subject to some days’ delay. 


* 


Postal Service to Yugoslavia : The Postmaster-General announces 
that a restricted postal service is now in operation to Yugoslavia. 
The service is limited to letters up to 2 oz. in weight, postcards 
and packets containing printed papers, including newspapers 
and periodicals and commercial papers, up to the same limit of 
weight. Business and financial communications are restricted 
to those ascertaining facts and exchanging information. News- 
papers, printed papers, etc., and illustrated postcards cannot 
be despatched without a Censorship Permit. 

The rates of postage are the normal foreign rates, viz. :— 

Letters: 3d. 1 0z.; 44d. 2 oz. 

Postcards: 2d. 

Printed and Commercial Papers : 

commercial papers : 24d.). 

Correspondence may not be registered or insured, and no air 
mail, money order or parcel post service is available. 

Persons who desire further information regarding business 
correspondence should apply to the Trading with the Enemy 
Department, 24 Kingsway, London, W.C.2. 


* 


4d. per 2 oz. (mimimum for 


Public Telegraph Service with Norway and Denmark : The Post- 
master-General announces that the Norwegian and Danish 
languages may be used in telegrams for Norway and Denmark 
respectively. In present conditions the telegraph service with 
Norway is subject to delay. 



































Tesued by the National Savings Commitice, London. 
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Customs Regulations and Tariff 
Changes 


CANADA 


Special War Revenue Act : H.M. Senior Trade Commissioner at 
Ottawa has forwarded a copy of Circular No. 882C, dated 
May 11, issued by the Department of National Revenue, which 
states that by Order in Council P.C. 3408 the excise tax and 
consumption or sales tax imposed under the Special War Revenue 
Act, as amended, on the following goods imported into or 
produced or manufactured in Canada have been reduced or 
removed, with effect from May 14. 


Excise Tax 





New Former 
Excise Excise 
Duty Duty 


Goods 





(a) Automobiles adapted or adaptable for passenger use, with 
seating capacity for not more than ten persons each, valued at 
$900 or less sas 2 IO, . 25% 

Over $900 but not more e than $1, 200.. 10% 25% on 
$900 plus 40% on 
the amount in ex- 
cess of $900. 

Over $1,200 de ave at Te 10% 25% on 
$900 plus 40% on 
$300 plus 80% on 
the amount in ex- 
cess of $1,200. 

(b) Automobiles adapted or adaptable for passenger use with 

seating capacity for more than ten persons 5% 5% 

Provided that the tax on automobiles shall apply on the total 
price charged for such automobiles, which price shall include set 
charges for accessories, optional equipment, servicing, financing, 
warranty or any other charge contracted for at time of sale, 
whether charged for séparately or not, but not to include heaters 
or radios ; 

Provided further that the tax on automobiles shall apply to 
any such vehicles in transit to dealers or others ; 

Provided further that the tax shall not apply to automobiles 
imported under Customs Tariff items 702, 704, 705a, 706, 707 
and 708 (these tariff items do not relate to ordinary commercial 
imports). 

Cameras, photographic films and plates, projectors for iin, 
films or pictures, except those designed exclusively for industrial 


or professional photographers’ use eee 10% 25% 
Phonographs, record-playing devices, radio broadcast receiving 
sets and tubes therefor... ; 10% 25% 


The excise tax imposed on the following goods has been 
rescinded :— 

Electric or gas light fixtures and lamps and shades, globes and 
reflectors therefor ... : oo 25% 

The following electrical o or r gas appliances adapted to household 
use: stoves, ranges and heaters ; water heaters ; refrigerators, 
inc luding coils, condensing units, cabinets, boxes, evaporators 
and expansion valves therefor... — 25% 

=e following electrical appliances “adapted to household 
use: food choppers and grinders ; irons and ironers ; washing 
0h at ; vacuum cleaners and attachments therefor ; garbage 
disposal units ; floor waxers and polishers — 25% 

The following electrical appliances: grills; waffle irons; 
hot plates; roasters; kettles; chafing dishes; food or drink 
mixers ; juice extractors ; coffee makers ; toasters of all kinds ; 
portable humidifiers; curling irons or tongs; hair dryers; 
permanent waving machines and spacers or clamps, rods and 
heaters therefor ; razors and shavers... ~~ 25% 





Sates Tax 


The following building materials are exempt from the con- 
sumption or sales tax of 8 per cent. :— 

Bricks ; building tile, building blocks and building stone ; 

Plaster ; lime ; cement ; 

Lumber ; sash ; doors; shingles; lath; siding; stairways ; 

Plaster boards, fibreboards, building paper and materials, 
other than wallpaper, manufactured wholly or in part of vegetable 
or mineral fibre for wall coverings or building insulation ; 

Paints, varnishes, white lead and paint oil ; 

Prepared roofings ; 

Shower baths, bath tubs, basins, faucets, closets, lavatories, 
sinks and laundry tubs, not including repair parts therefor, nor 
pipes and pipe fittings ; 


Glass for buildings ; 

Furnaces for heating buiidings ; 

Locks and lock sets ; 

Structural steel to be used exclusively for the framework and 
support of buildings ; 

Articles and materials to be used or consumed exclusively in 
the manufacture or production of the aforementioned building 
materials, but not to include materials‘ consumed by waste or 
wear, or abrasives, lubricating oils, fuel oils, permanent or non- 
permanent plant equipment. 


* 


EGYPT 


Customs, Excise and Consumption Duties Increased: With 
reference to the previous notices under the above heading in the 
Board of Trade Journal, the Commercial Counsellor to H.M. 
Embassy at Cairo has forwarded copies of the following decrees :— 

(a) Decree dated April 29 and operative as from May 1, 
1945, prolonging for a further period the supplementary tax of 
10 per cent. on the customs duties for imports and exports as 
well as on the excise and consumption duties for both imported 
and locally grown or manufactured goods. (See the notice in the 
Board of Trade Journal of May 6, 1944, page 172.) This decree is 
to remain in force until a definite decision has been reached 
regarding the additional duty. 

(b) Decree dated May 1, 1945, increasing the customs surtax 
levied on all imports into Egypt from 4 per cent. ad valorem to 
5 per cent. ad valorem. (See the notice in the Board of Trade 
Journal of February 13, 1943, page 66.) 

(c) Decree dated May 1, 1945, increasing customs duties on 
tobacco and cigarettes as shown in the table below :— 


Tariff 

No. 

174. Tobacco in leaves (1) £E.1. 600 m/ms. per K.N. 

175. Tobacco, stripped of its stems, petioles or median 
nerves é . £E.1. 600 m/ms. per K.N. 

176. Tobacco manufactured, such as tobacco cut or pressed, 
snuff, cigarettes, etc. (2) £E.2 per K.N. 

177. Cigars of all kinds £E.2 per K.N. 

(1) Includes tobaccos which, by their nature, have no petioles. 

(2) A special label, bearing the name of the importer, must be 
affixed to containers of manufactured cigarettes imported from 
abroad, in the manner prescribed by the Customs Administration. 


* 


EIRE 


Suspension of Certain Import Duties: With reference to the 
notice under the above heading in Board of Trade Journal, 
May 19, 1945, the United Kingdom Trade Commissioner at 
Dublin has forwarded a copy of a Notice No. 452, issued by the 
Eire Revenue Commissioners, which states that the Government 
of Eire has made an order terminating with effect from June 1, 
1945, the suspension of the duty on boot and shoe rubber soles, 
ete. 

Accordingly, the duty mentioned again becomes chargeable 
on goods affected which are imported on or after June 1, 1945. 


* 


ETHIOPIA 


Customs Tariff Modifications : With reference to the previous 
notice under the above heading in the Board of Trade Journal of 
May 5,,1945 (pages 205 and 206), His Majesty’s Chargé d’ Affaires at 
Addis Ababa has forwarded a copy of the Ethiopian Customs and 
Export Duties Proclamation (Legal Notice No. 73 of 1945) 
giving the following modifications in the Customs Tariff :— 


Tariff No. Goods New Duty 
36. Salt, rock ae Fas MT $ 3.00 per 100 kilos 
37. Salt, other common, with permit MT$ 3.00 per 100 kilos 
51. Sugar, brown p P MT $ 8.00 per 100 kilos 
52. Sugar, common crystallised MT $ 9.00 per 100 kilos 
53. Sugar, refined household, lump or castor 
MT $ 10.00 per 100 kilos 
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CUSTOMS REGULATIONS—continued 


Tariff No. Goods New Duty 
70. Cotton Bags and Bagging— 
(i) Bulk raw for manufacturing purposes... .. Free 


(ii) Blankets - as .. advalorem 20% 
(iii) Clothing and sewn articles other than household linen 
ad valorem 30% 
(iv) Crape se — = ad valorem 25% 
(v) Hosiery, including socks, stockings and gloves 
ad valorem 30% 
(vi) Household linen for bed, table, bath, etc. 
ad valorem 30% 
(vii) Mosquito netting ... ie ad valorem 15% 
(viii) Piece goods, grey, including shirtings, sheeting 
T-cloth, and Abujedid. 
(a) Not over 30 metres in length. 
(1) Weighing not more than 5 kilogrammes per piece 
MT $ 8.00 per piece 
(2) Weighing more than 5 kilogrammes per piece 
MT$ 1.00 per kilogramme 
or part of a kilogramme 
MT$ 1.00 per kilogramme 
or part of a kilogramme 


(b) Over 30 metres in length 


(ix) Drills and Jeans, Grey— 
(1) Not over 82 cm. wide and 40 metres in length 
MT$ 3.00 per piece 
(2) Over 82 em. wide and more than 40 metres in length 
ad valorem 20% 
(x) Cotton piece goods, grey n.e.s. .... ad valurem 20% 
(xi) Cotton shirtings, sheetings, T-cloth and Muhmudi, 
white or dyed. 
(1) Not over 92 cm. wide and 40 metres in length 
MT$ 10.00 per piece 
(2) Over 92 cm. wide and more than 40 metres in length 
ad valorem 25% 
(xii) Drills and Jeans, white or dyed, including khaki drill— 
(1) Not over 82 cm. wide and 40 metres in length 
MT$ 12.00 per piece 
(2) Over 82 cm. wide and more than 40 metres in length 
ad valorem 25%, 
(xiii) Cotton piece goods, white, dyed or printed n.e.s. 
ad valorem 25% 
(xiv) Cotton sewing thread ad valorem 15% 
(xv) Cotton unsewn manufactured goods, e.g., lace, em- 
broidery, braid, etc. ad valorem 30% 
(xvi) Cotton and velvet carpets ad valorem 30% 
(xvii) Cotton waste for industrial purposes 
ad valorem 10% 
(xviii) Cotton cloth, waxed, oiled, tarred or similar cloth 
ad valorem 25°% 
(xix) Cotton wool gauze, plain or medicated 
ad valorem 10% 
(xx) Cotton yarns— 
(a) Grey or bleached (irrespective of fold)— 
(1) Counts up to and including 204 
MT$ 0.80 per kilo. 
(2) Counts above 203 and up to and including 40 
MT$ 1.00 per kilo. 
(3) Counts above 40 and up to and including 60. 
MT$ 2.00 per kilo. 
(4) Counts above 60 MT$ 3.00 per kilo. 
(6) Coloured or mercerised— 
(1) Counts up to and including 20} MT$ 1.00 per kilo. 
(2) Counts above 203 and up to and including 40 
MT$ 2.00 per kilo. 
(3) Counts above 40 and up to and including 60 
MT$ 3.00 per kilo. 
(4) Counts above 60 MT$ 4.50 per kilo. 
Note. Counts according to the British or International 
System number of hanks of 840 yards in the 1 Ib. 
(xxi) Cotton goods miscellaneous, n.e.s. ad valorem 
ex. 73. Hemp— 
(i) Bags and bagging 
ex. 74. Jute— 
(i) Hessian cloth ad valorem 20% 
(iii) Sacks ™ bes Ses ... ad valorem 20% 
ex. 77. Vegetable fibres, e.g., cocoanut, esparto, samseviere 
and similar. 
(v) Bagging 


ad valorem 20% 


ad valorem 20% 


Class X V—Export Duty is deleted and replaced as follows :— 
Class X V—Export Merchandise 


All merchandise exported from our Empire for any reasons 
whatsoever, shall be reported at the various customs stations 
and Export Declarations shall be completed for such mer- 
chandise so exported. The sum of E.A. Shs. 15 for seal and 
Statistic Fee shall be the only Customs charges on exported 
merchandise. 


June 16, 1945 
GOLD COAST 


Customs Tariff : The Supplement to the “‘ Gold Coast Gazette 
Extraordinary”’ of March 6 contains a copy of the Customs 
Tariff (Amendment) Order, 1945, which revises the First and 
Second Schedules of the Customs Tariff Ordinance. 
The effect of the revision is as follows :— 
(1) The under-mentioned items hitherto dutiable under 
Schedule 1 and now exempt from duty under Schedule 2 :— 
Boots and shoes of all kinds. 
Butter and butter substitutes. 
Cement. 
Cheese. 
Corrugated iron sheets. 
Fish of all kinds. 
Lard and lard substitutes. 
Meats of all kinds. 
Musical instruments and parts and accessories thereof. 
Salt, other than table salt. 
(2) The following amendments are made to Schedule 1 :— 





Former New 
Article Rate of Duty Rate of Duty 





Spirits : 

(3) Gin, the true degree of strength of which can be imme- 
diately ascertained by Tralles’ aleoholometer of the strength of 
50 degrees per centum of pure alcohol by such alcoholometer 

per imperial gallon £1 13 6 £2 5 0 

And, if of greater strength, for every degree above a strength 
of 50 degrees per centum by such alcoholometer, an additional 
duty of per imperial gallon Is. 3d. Is. 3d. 

And, if of less strength, for every degree below a strength of 
50 degrees per centum by such alcoholometer, a reduction of 
duty of per imperial gallon 4d. 4d. 

Provided always that the duty shall in no case be less than 
£2 2s. 4d. (formerly £1 16s. 10d.) the imperial gallon. 

(4) (a) Gin, being sweetened or mixed with any article so 
that the degree of strength cannot be immediately ascertained 
to Tralles’ aleoholometer, of a strength not exceeding 50 degrees 
per centum by volume of pure alcohol 

per imperial gallon £113 6 £2 5 0 

(b) Gin, being sweetened or mixed with any article so that the 
degree of strength cannot be immediately ascertained by Tralles’ 
alcoholometer, of a strength exceeding 50 degrees per centum 
by volume of pure alcohol 

per imperial gallon £1 19 6 £2 11 0 

(6) Spirituous medicinal preparations other than those speci- 


fically exempted from duty under item 55 of Schedule 2— 


(a) containing not more than 20 per cent. by volume of pure 

alcohol as ascertained by Tralles’ alcoholometer 
ad valorem - 15% 

(b) containing more than 20 per cent. by volume of pure alcohol 

as ascertained by T'ralles’ alcoholometer 
per imperial gallon — £119 6 

The following note is now deleted :— 

[Note : 

(a) Medicinal preparations containing alcohol and included 
in the British Pharmacopeeia, provided that they are not patent 
or proprietary medicines, or sold as such, and that they are 
imported direct by registered medical practitioners, registered 
dentists, licensed druggists, qualified veterinary surgeons, or 
approved missionary societies to be admitted at 15 per centum 
ad valorem. 

(b) Other spirituous medicinal preparations containing not 
more than 20 per centum of pure alcohol as ascertained by 
Tralles’ aleoholometer to be charged at 15 per centum ad 
valorem. Other spirituous medicinal preparations containing 
more than 20 per centum of alcohol as ascertained by Tralles’ 
alcoholometer to be charged at the rate of £1 19s. 6d. the imperial 
gallon. 

(c) Rectified spirit admitted as such by the Comptroller and 
imported direct by registered medical practitioners, registered 
dentists, licensed druggists, qualified veterinary surgeons, or 
approved missionary societies, for use in the compounding of 
medicines to be charged at the rate of £3 0s. 2d. the imperial 
gallon]. 

Tobacco :— 

(1) Unmanufactured 

(3) Cigarettes :— 

(a) Not exceeding 3 lb. net per thousand 


per lb. 2s. 3d. 2s. 9d. 


per 100 =. 2s. 9d. 3s. 4d. 
(b) Exceeding 3 lb. per thousand 
per Ib. 11s. 13s. 4d. 


The following modifications are made to Schedule 2 (exemp- 
tions from import duty) :— 
Tron and steel building materials admitted as such by the Comptroller. 
Lamps and lanterns and parts thereof. 
[Medicines and drugs :— 
(a) Quinine, mepacrine hydrochloride pamaguin, and their 
Continued on page 281 
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Overseas Trade Reports and 
Statistics 


BRITISH INDIA 


Crop Conditions and Outlook : The Department of Commercial 
Intelligence and Statistics, Calcutta, reports as follows on the 
crops in India for the weeks ended on the dates given :— 

Bihar, May 29. Standing crops and sugarcane are fair. The 
threshing of rabi crops is almost completed. 

Orissa, May 28. The harvesting of summer paddy and the 
sowing of jute and paddy are progressing. Standing crops, 
including sugarcane and tobacco, are thriving. 

Punjab, May 28. Standing crops are average to good on 
irrigated areas and generally average on unirrigated areas. 
Locusts have appeared in parts of the Amritsar and Attock 
districts ; crops are slightly damaged. 

Bengal, May 23. Standing crops are favourable. 
of Aus paddy and jute is continuing. 

Bombay, June 1. Paddy sowing has commenced in favoured 
areas in the Belgaum district. 

Sind, June 1. Cotton sowing has been delayed. Late cotton 
is germinating satisfactorily and paddy sowing has commenced. 

Indian Sesamum Crop. An official supplementary estimate 
of the current sesamum crop in India places the area planted at 
3,970,000 acres and production at 393,000 tons. This represents 
a decline of 11 and 12 per cent. respectively on last year’s figures 
of 4,449,000 acres and 447,000 tons. 


* 


CANADA 


Destination of Exports in March Quarter : The following table, 
compiled by the External Trade Branch, Dominion Bureau of 
Statistics, Ottawa, show Canada’s domestic exports (excluding 


Weeding 


CUSTOMS REGULATIONS—continued 


derivatives, and medical serums, admitted as such by the 
Comptroller. ] 

[(b) Organic arsenic compounds, compounds and preparations 
of bismuth for injection, and compounds of sulphanilamide 
imported under a certificate of the Director of Medical Services. } 

Medical preparations and drugs included in the British Pharma- 
copewia and the British Pharmaceutical Codex and such other 
medicinal preparations and drugs, and surgical dressings as may be 
accepted by the Comptroller. 

Provisions, other than hops and malt, classified under Item 
No. 50 of the official Import List. 

Toys and games, including all accessories and apparatus used 
in the playing of games, admitted as such by the Comptroller. 

Note.—The wording in italics represents an addition to the 
tariff. Deletions are indicated by square brackets [ _ ]. 


* 
KENYA, UGANDA AND TANGANYIKA 


Suspension of Customs Duties : The Board of Trade have received 
copies of three Government Notices which introduce the following 
revised list of foodstuffs, in respect of which Customs duties have 
been suspended :— 

Ghee ; copra and coco-nut oil; red palm oil; dates; cattle, 
sheep and goats. 

The notice published under the heading “ Suspension of Duty 
on Certain Foodstuffs,” in the Board of T'rade Journal of Septem- 
ber 18, 1943 (page 347), and’ subsequent amending notices are 
cancelled. 


* 
JAMAICA 


Tonnage Tax : With reference to the notice under this heading 
published in the Board of Trade Journal of June 20, 1942, and 
subsequent amending notices, the Board of Trade have received 
a copy of a Bill, which, in effect, extends until March 31, 1946, 
the provisions of the Tonnage Tax Law. 

Items (e) and (1) of Schedule II (exemptions from Tonnage 
Tax) have been amended to read as follows :— 

(e) Cutlasses, spades, shovels and agricultural forks. 

(l) Materials for packing and putting up articles produced or 
manufactured in this island. 


gold) by principal countries for the three months ended March 31, 
1945 and 1944 :— 








Jan.—Mar. Jan.-Mar. 
Country 1945 1944 
Thousan|d dollars 
All countries 768,037 751,862 
Empire countries... 376,113 355,735 
British S. Africa ... 7,478 5,368 
British India 72,033 26,588 
Jamaica ota 3,257 2,576 
Trinidad and Tobago 3,471 3,448 
Newfoundland 8,291 7,828 
Australia ... 5,892 11,181 
New Zealand 4,002 4,363 
Eire ae ea 2,062 2,012 
United Kingdom... 259,483 283,358 
Foreign countries 391,924 396,127 
United States 279,564 274,357 
Brazil 1,789 1,271 
Egypt 13,072 29,229 
France Oe 12,695 — 
French Possessions 4,071 7,615 
Greece 1,646 2,347 
Italy 46,291 38,179 
Mexico 1,861 1,495 
Soviet Union 13,637 17,303 
Switzerland 3,527 2,630 


2 FRENCH NORTH AFRICA 


Customs Duties : The Board of Trade have received notification 
that Customs Duties have been temporarily suspended in respect 
of all imports into Algeria, with the exception of the following list 
of commodities : confectionery, Colonial produce (coffee, cocoa, 
tea, flour, ete.), tobacco, petroleum products, gold, platinum and 
silver, prepared spices, gold and silver plate, jewels and jewellery, 
gilt and silver work, and arms. 


* 


NEW ZEALAND 


Import Licensing—Ninth Period : With reference to the notice 
under the above heading in the Board of Trade Journal, May 26, 
1945, page 235, H.M. Trade Commissioner at Wellington has 
reported the following amendments to the schedule of import 
restrictions for the ninth period, which affects imports from the 
United Kingdom :— 
ex 136 (7) Children’s socks and stockings 

The allocation for imports of the above goods from the United 
Kingdom has been increased from 100 to 200 per cent. of the 
amounts of licences granted for imports of similar goods from the 
same source in 1940. 
ex 136 (7) Knitted cotton underwear 

Applications will be considered for licences to import a limited 
quantity of knitted cotton underwear, including nightwear from 
the United Kingdom. 
ex 357 (4). Bright bar iron 
ex 357 (7). Shafting, plain rolled, etc. 

Applications for licences to import the above goods from the 
United Kingdom and Australia will be considered from regular 
importers thereof. 


* 


NORTHERN RHODESIA 


Import Restrictions: Supplement to the Northern Rhodesia 
Government Gazette of April 27, 1945, contains a copy of 
Government Notice No. 82, which provides for the amendment 
to Open General Licence 1 of 1945 (see the Board of Trade Journal, 
May 12, pages 216-217) by the deletion of “ Toothbrushes ” 
from the lists of exceptions under items 26, 27 and 28a. 








282 


THE BOARD OF TRADE JOURNAL 





June 16, 1945 


Government Publications Trade and Shipping 


The following is a list of the Principal Government Publications 
Relating to Trade and Shipping issued since June 1, 1944 :— 


Apparel and Textiles Order, 1942: *List of persons whose names 
were on July 10, 1944 entered in the List of Registered Exporters 
of Headwear. Id. (2d.). List of persons whose names were on 
March I, 1945, entered in the Register of Manufacturers of Headwear. 
3d. (4d.). 

Board of Trade Journal. 
(30s.). 


Cinematograph Film Industry, Tendencies to Monopoly in the : 
Report of Committee (Chairman, Mr. Albert Palache) appointed 
hy the Cinematograph Films Council. July 3, 1944. 9d. (10d.). 


Clothing Quiz, 1944-45. 3d. (4d.). 


Company Law Amendment Committee (Chairman, Mr. Justice 
Cohen): Minutes of Evidence, April 18, 1944. 1s. 6d. (1s. 8d.); 
April 28, 1944. 1s. 3d. (1s. 4d.); May 12, 1944. 1s. 6d. (1s. 8d.) ; 
May 19, 1944. Is. 6d. (Is. 8d.); June 2, 1944. 1s. 6d. (1s. 8d.) ; 
June 16,1944. 1s. (1s. 1d.) ; July 7, 1944. 1s. 6d. (1s. 7d.) ; July 14, 
1944. Is. 6d. (1s. 8d.); July 25, 1944. 1s. 6d. (1s. 8d.); July 26, 
1944. Is. 6d. (1s. 8d.). 


Design and the Designer in the Light Metal Trades. Report 
(May, 1940) of a Committee (Chairman: E. D. Best) of the Council 
for Art and Industry. November, 1944. 1s. (1s. 2d.). 


Export Control of List of Goods the Exportation of which from 
the United Kingdom is controlled under the Export of Goods (Con- 
trol) (No. 10) Order, 1943, showing the position January 15, 1945. 
6d. (7d.). 

Export Trade of the United Kingdom for the years 1938, 1942 
and 1943, Accounts relating to. Is. (1s. 2d.); 1939, 1940 and 1941, 
Accounts relating to. Is. (1s. 2d.); 1942, 1943 and 1944, Accounts 
relating to. Is. (1s. 2d.). 

Knitted Goods (Manufacture and Supply) Directions: Utility 
Knitted Goods, Schedule F. Knitted Cloths, Knitted Garments, 
Knitted Gloves, Knitted Pram Rugs; and Key to Non-Utility 
Group Numbers. Ils. 3d. (ls. 4d.). Amendments and Additions 
List No. 1. 3d. (4d.). 


Merchant Shipping : 


6d. (7d.). Annual Subscription, 26s. 


List of Principal Acts of Parliament, Regula- 


tions, Orders, Instructions, Notices, etc., relating to Merchant 
Shipping, 1941 Edition. Supplement No. 2. December, 1943. 
Id. (2d.). 


Utility Apparel (Infants’ and Girls’ Wear) Directions: Schedule 


IG. 2. 9d. (10d.). 

Utility Apparel (Maximum Prices and Charges) Orders: Related 
Schedule No. 1B. Men’s, Youths’ and Boys’ Outwear (other 
than Knitted Apparel and Gloves). 3d. (4d.). No. 2B, Men’s, 
Youths’ and Boys’ Shirts, Underwear and Nightwear (other than 
Knitted Apparel). 3d. (4d.). No. 3A, Women’s and Maids’ Outer- 
wear (other than Knitted Apparel and Gloves). Supplement No. 1. 
Id. (2d.). No. 4C. Women’s and Maids’ Underwear and Nightwear, 
Corsets and Brassieres (other than Knitted Appaicl). 3d. (4d.). 
No. 5A. Domestic and Industrial Overalls. Supplement No. 1. 
Id. (2d.). No. 6A. Knitted Apparel (other than Gloves). 11d. 1s. 


No. 7A. Infants’ and Girls’ Apparel (other than Knitted Apparel 
and Gloves). 7d. (8d.). No. 8A. Gloves. Id. (2d.). No. 10, 
Oilskins. 2d. (3d.). No. 11. Waterproofs. 2d. (3d.). No. 12, 
Nurses’ Uniforms. 2d. (3d.). No. 13. Fur Apparel. Id. (2d.), 
No. 14. Braces. 1d. (2d.). 


Utility Cloth and Household Textiles (Maximum Prices and 
Charges) Order: Related Schedule No. 1. Utility Woven Wool 
Cloth (other than Upholstery or Curtain Cloth) and Pram Rugs, 
2d. (3d.). No. 2. Utility Woven Cotton Cloth (other than Up. 
hosiery or Curtain Cloth). 5d. (6d.). No. 3. Utility Woven Rayon 
Cloth (other than Upholstery or Curtain Cloth). 3d. (4d.) No. 4. 
Utility Knitted Cloth (other than Upholstery or Curtain Cloth) and 
Pram Rugs. 1d. (3d.). No. 5. Utility Household Textiles (other 
than Upholstery or Curtain Cloth). 2d. (2d.). No. 6. Utility 
Upholstery Cloth and Utility Curtain Cloth. 1d. (2d.). 


Utility Furniture and Household Furnishings: Trader’s Leaflet 
UFD/8 (Revised). 1d. (2d.). 

Utility Oilskins. : Schedule. 2d. (3d.). 

Wool Yarn and Wool Cloth (Maximum Prices and Charges) Orders ; 
Related Price Schedule No. 1. Worsted Yarn. 6d. (7d.). Supple- 
ment No. 1. 1d. (2d.). Related Charge Schedules No. 1, Commission 
Worsted Spinning. 2d. (3d.). No. 2A, Commission Combing and 
Xe-combing. Supplement No. 1. 1d. (2d.). 

Nortes.—Above publications may be obtained from H.M. Sta- 
tionery Office, York House, Kingsway, London, W.C.2, or other 
Branches. Post free prices in parentheses. 


PATENT OFFICE PUBLICATIONS 


Official Journal (Patents). Published weekly. 
Trade Marks Journal. Published weekly. 

Price, in each instance, per copy ls. (inland), ls. 1d. (abroad). 

Annual subscription £2 10s. (inland), £2 15s. (abroad). 

teports of Patent, Design and Trade Mark Cases. 
periodically. 

Price per copy 2s. (inland), 2s. 1d. (abroad). 

Annual subscription £1 (inland), £1 5s. (abroad). 

Patent Specifications. 

Price per copy Is. (inland), 1s. 1d. (abroad). 

In ordering copies of specifications, the year as well as the number 
of the application must be stated in the case of specifications relating 
to applications made prior to 1916, but in the case of subsequent 
applications the serial (i.e. six-figure) number of the specification 
must be quoted. 

Owing to the war certain Patent Office publications, including 
the Volumes of Abridgments of United Kingdom Specifications 
and the Name Indexes (Patents, Designs and Trade Marks), have 
been suspended, but full particulars relating to Patent Office pub- 
lications generally can be obtained from the Sale Branch of the 
Patent Office, 25 Southampton Buildings, London, W.C.2. 

Subscriptions to such publications are payable in advance and 
deposit accounts may be opened. 


Published 





* Amendment Lists are published from time to time. 





Statutory Notices 


PATENTS AND DESIGNS ACT, 1907 TO 1942 


Proceedings under Section 24 of the Acts : “ Licences of Right” 
The following Patents were endorsed ‘“‘ Licences of Right ” on 
the undermentioned dates :— 








No. of 
Patent Grantee Subject matter 
June} 1, 1945 

433268 | B.V.D. Corporation ... | Shorts, trunks, underpants and 

like nether garments. 

540508 | Lodge-Cottrell Ltd. Electrical precipitation of sus- 
(International Pre- pended particles from a stream 
cipitation Co. Inc.). of gas. 

544471 | Rigid Ltd. Rorschach hydraulic copying de- 

vices for machine tools. 

547271 (| Rubber hydrochloride film and its 

| | uses. 

551044 P Wingfoot Corpora- J Cheese. 

553715 tion Moisture-proofed kraft paper. 

554048 | | Packaging. 

555907 | J Rubber hydrochloride film. 


‘—_— 


556782 | Hickling, F.O. Rod and bearings for aircraft 


controls and other purposes. 


563823 | Carlsson, F. Electropolishing metal articles. 
June| 8, 1945 
515717 | Societe ‘‘ L’Atomic ”... | Separators. 
535293 | E. G. Acheson Ltd. ... | Stable colloidal graphite and me- 
thod of making the same. 
550394 | Groen, D. J. , Ottisboards. 











Applications for Cancellation of the Indorsement ‘‘ Licences of 
Right’: Notice is hereby given that The Rover Co. Ltd., 
have made application for the cancellation of the indorsement 
“Licences of Right’ on the Patent granted to them for an 
invention entitled ‘ Improvements relating to pumps for hydrau- 
numbered 549333 and bearing date 


’ 


lic vehicle brake systems,’ 
April 11, 1941. 

Any person may lodge notice of opposition to the application 
by lodging Patents Form No. 24 at the Patent Office, 25 South- 


ampton Buildings, London, W.C.2, on or before June 30, 1945. 


* 


Notice is also hereby given that Philip Harold Goldsmith has 
made application for the cancellation of the indorsement 
“Licences of Right” on the patent~granted to him for an 
invention entitled ‘‘Cylinder mold paper-making machines,” 
numbered 536291 and bearing date September 27, 1938. 

Any person may give notice of opposition to the application 
by lodging Patents Form No. 24 at the Patent Office, 25, 
Southampton Buildings, London, W.C.2, on or before July 6, 1945 


The Patent Office, H. L. SaunDERS, 


Comptroller-General. 


i et... 
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n Established 1817 
d Nothing raises the cheerfulness and morale of factory workers 
as the sight of those neat rows of Homacol Liquid Soap LONDON OFFICES : 
Dispensers in the washroom. They know that each tilt of 29 Threadneedle Street, E.C.2 47 Berkeley Square, W.1 
or the dispensers means a sufficiency of soap to provide a fine 


Incorporated in Now South Wales with Limited Liability 


cleansing lather that removes the dirt and grime of work. 
Because the soap is enclosed, untouched and uncontaminated, = = = 
the Homacol Liquid Soap System reduces the risk of occu- 




















pational diseases. In other words, Homacol saves soap, 
prevents waste and mess and provides the worker, and you, TRA NSAF yore IND ENT 
with the new “ TOILETIQUETTE” ! A , 
Manufacturer's Representatives 
d Write now for full particulars to :— Progress Building, Johannesburg S.A. 


: lizabeth Windhoek. 
HORTON MANUFACTURING CO. LTD. Also at: etait € me Bulawayo, Windhoek 
RICKMANSWORTH HERTS invite enquires 

COL pio ’Phone : Rickmansworth 3191 London Representatives 


RANGER AND RANGER,LTD. 


55; Ettiot Road, fondon NW. 4. 












To-day'’s most modern 


Mees) Liguid Soap System 
: ; COTTON & WOOLLEN GOODS 

































) « § : FOR ALL 

. GOVERNMENT RE QUIREMENTS 

’ Manufactured by 

PORRITTS & SPENCER LTD. 
PHONE: 607 BURY 
PRIVATE RECONDITIONED 

TELEPHONE TEXTILE MACHINES 

if 

i SYSTEM | WOOLLEN & WORSTED INDUSTRIES 

it Write Fo:- MOST EFFICIENT ~ ECONOMICAL ~RELIABLE RICHARD FIRTH & SONS. LIMITED 

ee SIEMENS BROTHERS «CO.LTD. woowwict.s.c.i8. BROOK MILLS, CLECKHEATON 

e€ Telephones 1 516-7 Cleckheaton Telegrams : “* Textiles ’’ Cleckheaton 

“P.A.Y.E.”> SCALE RULES AND SIGNALS 

\- FOR CODING TAX DEDUCTION CARDS THE 


(As supplied to H.M. Stationery Office, Royal Ordnance Factories, 


Middlesex County Council, etc.) ROYAL BANK OF CANADA 


Register with Total Gross Pay to date column for Total Tax due to date. 
: (Incorporated in Canada In 1869 with Limited Liability) 


Assets exceed $1,750,000,000 





*BEAVY RED UNE ot HEAVY GREEN LINE 


PRICES : Scale Rules 1/4 each. Postage 3d. up to 6 Rules. LONDON : 
A Signals, 6/8 100, assorted colours. Main London Branch : 
. Made of plastic, the rule is printed on one side in equal divisions from 1-15 on 6 Lothbury, E.C.2, E.B. McInerney, Manager 
, shat Paterna’ ba.red ; in equal divisions from 16-30 on the other edge, West End Branch : 
2 reen. 
5 | acter sreen,_Similary she revere idee numbered from 31-48 and from 2-4 Cockepar Stasse SWeir C2, Hunt, Manager 


HEAD OFFICE: MONTREAL 


Onlyfrom A. C. SHAW & CO. LTD. Agency in New York 


127 CHEAPSIDE, LONDON, E.C.2 





























THE BOARD OF TRADE JOURNAL June 16, 1945 


The Board of Trade 


Millbank, London, S.W.1 


DEPARTMENTS 


Secretariat.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Bankruptey.—Kingsway Hotel, North Promenade, Blackpool. (Blackpool 2635.) The Department of the Official Receiver in Bankruptcy, 
High Court, Bankruptcy Byildings, Carey Street, London, W.C.2. (Holborn 7641.) Official Receiver in Bankruptcy. London suburbs 
(Northern and Southern Districts).—42 Tavistock Square, London, W.C.1. (Euston 6821.) 

‘* Board of Trade Journal.’’—Millbank, London, 8.W.1. (Whitehall 5140.) 

Commercial Relations and Treaties.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Companies (Winding Up).—Department of the Official Receiver in Companies Liquidation, Columbia House, Aldwych, London, W.C.2, 
(Chancery 5412.) 

Control of Factory and Storage Premises.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Establishment.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Export Licensing.—4 Fenchurch Avenue, London, E.C.3. (Avenue 3111.) 

Finance.—New Oxford House, Bloomsbury Way, London, W.C.1. (Holborn 4311.) 

Import Licensing.—1-6 Tavistock Square, London, W.C.1. (Euston 4433.) 

Industrial and Export Council.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Industries and Manufactures (Division I).—Millbank, London, 8.W.1. (Whitehall 5140.) Hawkins House, Dolphin Square, London, 8.W.1. 
(Victoria 4477.) 1-6 Tavistock Square, London, W.C.1. (Euston 4433.) 

Industries and Manufactures (Division II).—Horseferry House, Horseferry Road, London, 8.W.1. (Victoria 6800.) 

Industries and Manufactures (Division III).—North Gate, Prince Albert Road, London, N.W.8. (Cunningham 8000.) 

Industries and Manufactures (Division IV).—Neville House, Page Street, London, 8.W.1. (Whitehall 9040.) 

Industries and Manufactures (Engineering).—Millbank, London, 8.W.1. (Whitehall 5140.) 

Industries and Manufactures (General).—Millbank, London, 8.W.1. (Whitehall 5140.) 

Insurance and Companies.—Romney House East, Tufton Street, London, 8.W.1. 
Blackpool. (Blackpool 2635.) 

Intelligence and Parliamentary Branch.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Patent Office and Industrial Property.—25 Southampton Buildings, Chancery Lane, London, W.C.2. 
Cannon Street, Manchester, 4. (Blackfriars 1128.) 

Priorities.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Public Relations.—Millbank, London, 8.W.1. (Whitehall 5140.) 

Solicitor’s.—Millbank, London, 8.W.1. (Whitehall 5140.) Abbey House, 2-8 Victoria Street, London, 8S.W.1. 
(Including Ministry of Fuel and Power Branch, Dean Stanley Street, Millbank, London, 8.W.1.) (Abbey 7000.) 

Standards.—Boots Hotel, North Promenade, Blackpool. (Blackpool 2635.) 

Statistics Romney House East, Tufton Street, London, S.W.1. (Whitehall 5140.) 
8.W.1. (Victeria 7032.) 

Trading with the Enemy.—24 Kingsway, London, W.C.2. (Holborn 4300.) 
address.) 


Telephone: Whitehall 5140 


. 


(Abbey 3801.) Bedford Hotel, North Promenade, 


(Holborn 8721.) 61 Regent Street, 


(Abbey 4333.) 


Chapter Street House, Chapter Street, London, 


(The Custodian of Enemy Property is at the same 





Department of Overseas Trade : (Joint Department under the Foreign Office and the Board of Trade.) Millbank, London, 8.W.1. (Whitehall 
5140.) Hawkins House, Dolphin Square, Grosvenor Road, London, 8.W.1. (Victoria 4477.) 

Export Credits Guarantee Department : 9 Clements Lane, London, E.C.4. (Mansion House 8771.) 

Central Price Regulation Committee : Queen Anne’s Chambers, 41 Tothill Street, London, S.W.1. (Whitehall 7010.) London Area Local 
Price Regulation Committee: 23 Buckingham Gate, London, 8.W.1. (Victoria 7503.) The Local Retail Licensing Committee : 
2 Grosvenor Gardens, London, 8.W.1. (Sloane 9188.) 


REGIONAL CONTROLLERS 





. Northern. 
(Northumberland, 
Yorkshire.) 


Durham and the Norih Riding of 


. North Eastern. 
(East and West Ridings of Yorkshire and York C.B.) 


. North Midland. 
(Derbyshire, Notts, Lincolnshire, Leicestershire, Rutland, 
Northants, and Soke of Peterborough.) 


. Eastern. 
{Huntingdonshire, Cambridgeshire, Norfolk, Suffolk, 
Bedfordshire, Isle of Ely, Essex (less portion in Region 5) 
and Herts (less portion in Region 5).] 

. London. 
(Counties of London, and Middlesex, and those portions 
of Surrey, Essex, Kent and Herts within the boundary 
of the Metropolitan Police Area.) 

. Southern. 
(Oxfordshire, Bucks, Berks, Hants, Isle of Wight and 
Dorset.) 

. South Western. 
(Gloucester, Wilts, Somerset, Devon and Cornwall.) 


. Wales. 


. Midland. 
(Shropshire, 
shire.) 

. North Western. 
(Cumberland, Westmorland, Lancs and Cheshire.) 


Stafis, Warwick, Worcester and Hereford- 


. South Eastern 
(Sussex and those portions of Kent and Surrey outside 
the boundary of the Metropolitan Police Area.) - 


. Northern Ireland. 


8. A. Sadler Forster, Watson House, Pilgrim Street, Newcastle- 
on-Tyne. (Tel.: Newcastle-on-Tyne 28831.) 
Sub-office: L. Ruddock, Cockton House, Cockton Hill, Bishop 
Auckland, Co. Durham. (Tel.: Bishop Auckland 92.) 
G. E. Naylor, Pearl Chambers, East Parade, Leeds, 1. (Tel.: 
Leeds 31761.) 


J. I. Piggott, 
Boulevard, Nottingham. 


C.B.E., M.C., Government Buildings, Clifton 
(Tel.: Nottingham 73013.) 


R. W. Burkitt, New Court, Trinity College, Cambridge. (Tel: 
Cambridge 56221.) 
Sub-office: S. Taylor, 29 Chequer Street, St. Albans, Herts. 


(Tel.: St. Albans 5418). 


Captain S. J. Graham, 25 
(Tel.: Abbey 3206.) 


Victoria Street, London, S.W.1. 


Captain H. W. Weathersbee, Huntley & Palmers Building, King’s 


Road, Reading, Berks. (Tel.: Reading 60851.) 


Barry Kay, Hyde Lodge Mansions, Westbury Park, Bristol, 6. 
(Tel.: Bristol 38446.) 
E. Brunning, 68 Cathedral Road, Cardiff. (Tel.: Cardiff 5920.) 
Sub-office: I. Jones, Kingsley House, West Parade, Rhyl, 
N. Wales. (Tel. : Rhyl 1181.) 
A. Heckle, C. M. L. Buildings, Great Charles Street, Birmingham, 
3. (Tel.: Birmingham Central 8231.) 


H. N. Grundy, O.B.E., M.A., 77-79 Fountain Street, Man- 
chester, 2. (Tel.: Manchester Central 5411.) 

Sub-offices: J. J. Adams, J.P., C.A., 30 Roper Street, White- 
haven, Cumberland. (Tel.: Whitehaven 470.) J. Paravicini, 
Cunard Buildings (1st Floor), Liverpool, 3. (Tel.: Liverpool 
Central 2336.) 

A. Maclean, 95 Bothwell Street, Glasgow, C.2. (Tel.: 
Glasgow Central 6981.) 

Sub-office: F. H. Stockwell, 1 Overgate, Dundee. (Tel.: Dun- 
dee 6146.) 

Captain S. J. Graham, -25 Victoria Street, London, S.W.1. 
(Tel. : Abbey 3206.) 


of Commerce (Northern 


G. H. E. Parr, M.B.E., Ministry 
(Tel. : Belfast 21212.) 


Treland), Chichester Street, Belfast. 
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